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MAY,  1972 


TO  THE  MAYOR,  ALDERMEN  AND  COUNCILLORS 
OF  THE  BOROUGH  OF  LYMINGTON 

I  submit  for  your  information  and  consideration  my  fourteenth 
annual  report  on  the  health  and  sanitary  circumstances  of  your  Borough,, 

NATURAL  AND  SOCIAL  CONDITIONS 


The  Borough  occupies  an  enviable  situation,  lying  between  the 
New  Forest  on  the  North  and  sea  to  the  South,,  On  the  West  its  boundary 
is  the  Walkford  Brook  which  separates  it  from  the  Borough  of  Christchurch, 
and  the  Rural  District  of  Ringwood  and  Fordingbridge ,  and  on  the  East  it 
is  bounded  by  the  estuary  of  the  Lymington  River  with  its  splendid  yachting 
facilities.  The  area  is  largely  agricultural  with  two  main  centres  of 
population,  the  ancient  town  of  Lymington  to  the  East  and  the  urban  area 
of  New  Milton  to  the  West.  Lesser  centres  of  population  are  at  Hordle , 
Milford  and  Pennington. 

Many  light  industries  have  been  established  throughout  the  area. 

The  population  has  risen  steadily,  largely  by  immigration,  and  is  now 
39 ,830.  The  increase  in  the  population  over  the  past  20  years  amounts  to 
60%  and  over  the  same  period  the  number  of  inhabited  houses  has  increased 
by  102%.  The  subsoil  varies  from  clay  to  gravel,  and  the  climate  is 
equable. 


METEOROLOGICAL  DATA  197.1 


The  following  figures  have  been  kindly  supplied  by  the  Director  of 
the  Efford  Experimental  Horticulture  Station. 


Sunshine 

Rainfall 

hours 

inches 

January 

44.8 

4.67 

February 

89.4 

1.07 

March 

134.5 

2.70 

April 

170.0 

1.83 

May 

237.6 

1.00 

June 

189.6 

9.92 

Total  sunshine  hours  . . . . 
Total  rainfall  inches  .... 


Sunshine 

Rainfall 

hours 

inches 

July 

286.1 

0.90 

August 

148.6 

1.63 

September 

213.3 

0.94 

October 

148.4 

1.96 

November 

111.4 

2.09 

December 

32.8 

1.09 

1806.9 

In  1970  .... 

1789.1 

24.92 

In  1970  .... 

32.62 
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GENERAL  STATISTICS 


/ire a:  13*730  acres 

Population:  Registrar  General’s  estimate  for  mid  year  197 

Number  of  inhabited  houses:  13 * 24 1 

Rateable  value:  April,  1971s  £1>9°6,77z+ 

Sum  represented  by  one  new  pence:  £18,640 


-  35*830 


VITAL  STATISTICS  FOR  1971 
(as  supplied  by  the  Registrar  General) 


Total 

Male 

Female 

Borough 

of 

England 

and 

Live  Births 

Total 

Legitimate 

Illegitimate 

405 

364 

41 

200 

179 

21 

205 

185 

20 

Lymington 

Wales 

Live  Birth  Rate  (Area  comparability  factj^JU45) 

per  1,000  population 

Local  adjusted  rate  # 

Ratio  of  Local  adjusted  rate  to  National  Rate 


11.3 

16.4 
1.02 


16.00 

1.00 


Illegitimate  Live  Births 

per  cent  of  total  live  births 

Still  Births 

Total  3 

Legitimate  3 

Illegitimate 


10.00  8.00 


Still  Birth  Rate 

per  1,000  live  and  still  births 
Total  Live  and  Still  Births 
Infant  Deaths 

Deaths  under  1  year  of  age 

9  3 

7  2 

2  1 


7.00  12.00 
408 


Total 

Legitimate 

Illegitimate 


6 

5 

1 


Total 

Male 

Female 

Borough 

England 

of 

and 

Lymingt on 

Wale  s 

Deaths  under  4  weeks  of  age 

Total 

7 

3 

4 

Legitimate 

3 

2 

3 

Illegitimate 

2 

1 

1 

Deaths  under  1  week  of  age 


Total 

6 

3 

3 

Legitimate 

4 

2 

2 

Illegitimate 

2 

1 

1 

Infant  Mortality  Rate  (Deaths  under  1  year) 


Per 

1,000 

live 

births 

Total 

22 

18 

Per 

1,000 

live 

births 

Legitimate 

19 

17 

Per 

1,000 

live 

births 

Illegitimate 

49 

24 

Neonatal  Mortality  Rate 


Deaths  under  4  weeks  per  1,000  live  births 

17 

12 

Early  Neonatal  Mortality  Rate 

Deaths  under  1  week  per  1,000  live  births 

13 

10 

Perinatal  Mortality  Rate 

(Still  births  and  deaths  under  1  week  combined 
per  1,000  total  live  and  still  births) 

Maternal  Deaths  (including  abortion) 

Maternal  Mortality  Rate 

Per  1,000  (live  and  still)  births 
Deaths  Total  Male  Female 

607  309  298 

Death  Rate  (comparability  factor  .34) 

Per  1,000  population 
Local  adjusted  rate 

Ratio  of  Local  adjusted  rate  to  National  Rate 


22 

Nil 


Nil 


16.9 

9-1 

0o?9 


22 


0ol7 


11.6 

1.00 
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Cause  of 


BIS 

B19(l) 

B19(2) 

B19(3) 

B19(4) 

B19(5) 

B19(6) 

B19(7) 

B19(8) 

B19(9) 

B19 ( 10 ) 

B19(ll) 

B21 

B46(l) 

B46(3) 

B 46(4) 

B46(3) 

B26 

B27 

B28 

B29 

B30 

346(6) 

B31 

B32 

B33(l) 

B33(2) 

B46(7) 

B34 

B36 

B37 

B46(8) 

B38 

B39 

B46(9) 

B46(10) 

B46(ll) 

B42 

B43 

B44 

B43 

BE47 

BE48 

BE49 

BE30 


Death:  Males 


Other  Infective  and  Parasitic  Diseases  1 

Malignant  Neoplasm,  Buccal  Cavity  etc,  1 

Malignant  Neoplasm,  Oesophagus  2 

Malignant  Neoplasm,  Stomach  11 

Malignant  Neoplasm,  Intestine  8 

Malignant  Neoplasm,  Larynx  2 

Malignant  Neoplasm,  Lung,  Bronchus  26 

Malignant  Neoplasm,  Breast 

Malignant  Neoplasm,  Uterus 

Malignant  Neoplasm,  Prostate  7 

Leukaemia  2 

Other  Malignant  Neoplasms  22 

Diabetes  Mellitus  2 

Other  Endocrine  etc.  Diseases 
Mental  Disorders 

Multiple  Sclerosis  1 

Other  Diseases  of  Nervous  System  4 

Chronic  Rheumatic  Heart  Disease  3 

Hypertensive  Disease  4 

Ischaemic  Heart  Disease  102 

Other  Forms  of  Heart  Disease  3 

Cerebrovascular  Disease  38 

Other  Diseases  of  Circulatory  System  20 

Influenza 

Pneumonia  l6 

Bronchitis  and  Emphysema  10 

Asthma  1 

Other  Diseases  of  Respiratory  System  2 

Peptic  Ulcer  1 

Intestinal  Obstruction  and  Hernia 
Cirrhosis  of  Liver  2 

Other  Diseases  of  Digestive  System  3 

Nephritis  and  Nephrosis 

Hyperplasia  of  Prostate  1 

Other  Diseases,  Genito-Urinary  System 
Diseases  of  Skin,  Subcutaneous  Tissue 
Diseases  of  Musculo-Skeletal  System  2 

Congenital  Anomalies  1 

Birth  Injury,  Difficult  Labour,  etc.  2 

Other  Causes  of  Perinatal  Mortality 
Symptoms  and  Ill  Defined  Conditions 
Motor  Vehicle  Accidents  4 

/□.I  Other  Accidents  1 

Suicide  and  Self-Inflicted  Injuries  1 

All  Other  External  Causes  1 


Total  (all  causes)  309 


Females 


3 


4 

7 

8 

13 

4 


22 

3 

1 

2 

3 

4 
8 

60 

12 

67 

21 

1 

20 

3 

1 

1 

1 

2 

1 

3 

1 

2 

1 

3 

2 

2 

1 

3 

1 

1 


298 
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Special  Causes 


England 


of  and 

Lymington  Wales 

Death  Rate  per  1,000  population 

Tuberculosis  Nil  0.03 

Cancer  (Lung  and  Bronchus)  0.93  0.63 

(All  Causes)  3«93  2.39 


COMPARATIVE  VITAL  STATISTICS 
since  the  District  was  formed  in  1932 


— 

LYMINGTON 

ENGLAND  AND  WALES 

Year 

Population 

I.M.R. 

B.R. 

D.R. 

I.  M.  R. 

B.R. 

D.R. 

1932 

13,430 

23o7 

10.9 

11.2 

65.O 

15.3 

12.0 

1937 

17,660 

87.7 

12.9 

12.5 

58.0 

14.9 

12.4 

1942 

19 , 660 

41.3 

16.0 

14.3 

49.0 

15.8 

11.6 

1947 

21,490 

48.9 

19.0 

15-2 

41.0 

20.5 

12.0 

1932 

22,510 

41.5 

11.8 

14.5 

27.0 

15-3 

11.3 

1937 

24 , 700 

15.9 

12.3 

14.8 

23.0 

16.1 

11.5 

1962 

29,220 

17.8 

13.5 

15.1 

21.4 

18.0 

11.9 

1967 

32,580 

15.6 

11.8 

16.7 

18.3 

17-2 

11.2 

1968 

33,130 

23.7 

12.7 

16.7 

18.0 

16.9 

11.9 

1969 

33,510 

11.0 

13.5 

16.6 

18.0 

16.3 

11.7 

1970 

33 , 790 

36.0 

11.5 

17.5 

18.0 

16.0 

11.7 

1971 

_ 

35,830 

22.0 

11.3 

. 

16.9 

18.0 

.  .  _  . 

16.0 

11.6 

IoM.Ro  Infant  Mortality  Rate 
B.R.  Birth  Rate 

D.R.  Death  Rate 


NOTIFIABLE  DISEASE 


The  following  notifications  were  received  during  the  year: 

Scarlet  Fever  ................  1  Measles  ................  134 

Whooping  Cough  ...............  1  Infective  Jaundice  .  32 

Ophthalmia  Neonatorum  .........  1 

The  considerable  number  of  cases  of  infective  jaundice  largely 
resulted  from  outbreaks  in  a  sub-normality  hospital  and  in  a  school. 

The  increase  in  measles,  which  occurred  principally  in  the  Western 
part  of  the  Borough,  is  disappointing  in  view  of  the  amount  of  measles 
vaccination  carried  out.  It  is  believed  that  vaccination  reduced  the 
number  of  susceptible  children  and  prevented  the  major  out bre ales  which 
might  have  been  expected  in  1969  or  1970.  There,  therefore,  remained 
a  considerable  number  of  non  vaccinated  susceptible  children  who  were 
available  to  attack  in  1971-  An  increase  in  the  vaccination  rate  will 
control  this  phenomenon. 
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TUBERCULOSIS 


Total 

Pulmonary 

Non-Pulmonary 

M 

F 

M 

F 

Number  on  Register  at  31-12.71 

324 

132 

107 

48 

37 

New  Notifications  1971 

2 

1 

— 

— 

1 

Transfers  from  other  areas 

4 

3 

1 

— 

— 

Removed  from  Register  (died) 

1 

1 

- 

- 

- 

LUNG  CANCER 

34  of  our  inhabitants  died  of  the  smokers  cancer,  8  more  than 
the  previous  year  and  our  best  score  yeto  This  produced  an  average 
of  29.6  deaths  a  year  over  the  past  five  year’s,  compared  with  20- 
deaths  a  year  in  the  previous  five.  The  figures  speak  for  themselves, 
if  the  dead  can’t. 

The  national  death  rate  from  lung  cancer  continues  to  rise 
steadily  and  smokers  continue  to  smoke  in  spite  of  the  author- 
itative  warnings  issued  on  all  sides,  and  in  spite  of  the  fact 
that  there  are  few  of  us  who  have  not  had  a  friend  or  a  relative 
die  of  this  horrible  disease  -  and  can  expect  to  see  others  like¬ 
wise  suffer.  To  be  specific,  lung  cancer  deaths  increased  during 
the  year  by  328  to  30,746.  If  we  add  to  this  perhaps  twice  as  many 
dying  from  other  effects  of  smoking  the  toll  is  indeed  formidable. 

I  have  already  quoted  Sir  George  Godber's  statement  in  the 
1971  Chadwick  Lecture  but  it  warrants  reiteration  "CIGARETTE 
SMOKING  IS  THE  LARGEST  SINGLE  AVOIDABLE  CAUSE  OF  PREMATURE  DEATH. 

IN  BRITAIN". 


NATIONAL  ASSISTANCE  ACT ,  1948 

(Section  47) 

No  action  was  required  under  this  section. 


HOUSING 

The  two  Warden  Controlled  Schemes,  each  comprising  32  units 
(16  doubles  and  16  single  units)  are  nearing  completion  at  Pennington 
and  Milton  North.  This  will  increase  the  total  number  of  such 
dwellings  to  l67»  During  the  year  the  remaining  prefabricated 
bungalows  at  Thornhara  Road,  Ashley,  were  cleared  and  redevelopment 
of  the  site  has  now  commenced.  The  site  will  provide  68  five  person 
dwellings  by  the  end  of  1972. 
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Council  owned  property  31.12.71 


Pre-war  permanent  dwellings 
Post-war  permanent  dwellings 


Prefabs 


©  o  o  o 


00000*0000 


WcUrcion  oc homos  #*ooooooo©o©o©o 

SC  ©  Hc3.n0  Ol_lS  ©0000000000*0000 


0000000*000  00*0 

0*0000000000000 

00000000000*00© 

oooooooooooooo© 


439 

1490 

103  * 
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2038 


*  including  Carlton  House  Annexe 

There  are  901  applicants  on  the  housing  list  of  which  208  are 
applicants  for  Old  People's  accommodation.  These  figures  are  to  be 
re-assessed  soon,  following  a  review  of  applications  for  accommodation 
and  a  more  realistic  figure  should  result. 

Numbers  re-housed  during  the  year 

87  Elderly  persons  and  133  other  families  were  rehoused  including 
Council  tenants  who  were  transferred  to  more  suitable  accommodation. 


PUBLIC  SWIMMING  BATHS 


The  public  swimming  bath  is  an  open  air  pool  440  ft.  by  140  ft. 
with  a  surface  area  just  under  l\  acres.  The  bottom  is  gravel  and 
the  sides  concrete.  The  depth  varies  from  3  ft.  to  10  ft.  and  it  is 
estimated  to  hold  nearly  2  million  gallons  of  water.  The  pool  is 
filled  through  sluices  from  the  estuary  at  high  water.  The  salinity 
is  approximately  30 %  of  sea  water.  Re-circulation  via  two  fountain 
inlets  is  at  a  rate  of  30,000  gallons  per  hour.  There  is  no  filtration 
but  the  re-circulated  water  is  chlorinated. 

It  was  not  found  necessary  to  drain  the  baths  during  the  season. 
Weekly  samples  of  baths  water  were  taken  for  bacteriological  examin¬ 
ation  between  May,  when  the  baths  opened,  and  September:  40  samples 
in  all.  All  samples  were  satisfactory.  In  addition  the  Department 
carried  out  30  tests  for  residual  chlorine  and  the  same  number  for  pH. 
Soda  ash  was  added  to  maintain  a  stable  alkalinity  which  varied  between 
7.4  and  7.9.  Copper  Sulphate  was  again  added  to  control  algal  growth. 

The  daily  average  of  persons  using  the  baths  is  shown  below.  The 
low  figures  for  June  and  August  were  the  result  of  poor  weather.  As 
many  as  1,300  persons  used  the  baths  on  some  days  and  the  system  used 
for  storing  bathers'  clothes  was  found  to  be  inadequate. 
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The  Pool  Supervisor,  Mr.  B.  A.  Hodson,  comments  in  his  report 
that  200  distance  swimming  certificates  were  awarded  during  the 
year.  Instruction  Classes,  which  were  held  on  Wednesday  and 
Saturday  mornings  were  well  attended. 

Plans  are  under  discussion  for  redevelopment  of  the  baths 
area.  The  suggestion  is  that  a  traditional  open  air  pool  be 
constructed  together  with  a  smaller  enclosed  pool  which  could 
be  heated  and  would  be  available  for  winter  use.  The  /architects 


have  prepared  a  layout  plan 

for  this. 

Daily 

Average 

Month 

1969 

1970 

1971 

May  (two  weeks  only)  ... 

100 

374 

166 

©  ®  O  0  0  9  OOO  9  0  0 

0 . .  673 

848 

203 

0  0  9  9  0  0  9  0  9  0  0  9 

...  597 

341 

447 

i  lU^US^  OOO  OOO  OOO 

514 

526 

381 

September  (two  weeks  only) 

70 

140 

247 

September  (two  weeks  extra) 

OOO 

— 

52 

GENERAL  PROVISIONS  OF  HEALTH  SERVICES  IN  THE  /REA 


(l)  Public  Health  Officers 

Medical  Officer  of  Health 


D.  J.  N.  McNab,  V.R.D. ,M.B. ,Ch.B. ,D.P.H. 

(also  Medical  Officer  of  Health  of  Borough  of 
Christchurch  and  Rural  District  of  Ringwood  and 
Fordingbridge  and  a  Senior  Medical  Officer  in  the 
Health  Department  of  the  Hampshire  County  Council). 


Chief  Public  Health  Inspector 

J.  G.  Jenkins,  F.R.S.H. ,M. A.P.H.I. ,M.R.I.P.H.H. 
Deputy  Chief  Public  Health  Inspector 

M.  G.  Tomkins,  Cert.R.S.H. ,M. A.P.H.I. 

Additional  Public  Health  Inspectors 

J.  E.  Stopher,  M.R.S.H. ,M. A.P.H.I. 

B.  Fleming,  M. A.P.H.I. , Dip. R.S.H. 
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Assistant  Public  Health  Inspector  ( July-Docember ,  1971) 
R.  S .  Baldry 


Trainee  Public  Health  Inspectors 

R.  S.  Baldry  (to  July,  1971) 

A.  R.  W.  Mams  (commenced  September,  1971) 


(2)  Laboratory  Facilities 


Bacteriological  examinations  are  carried  out  at  the  Public 
Health  Laboratory  in  Poole  General  Hospital  where  Dr.  G.  J.  G.  King 
was  Director  until  August;  he  then  retired  and  I  should  like  to 
pay  a  warm  tribute  to  Dr.  King's  helpfulness  and  unfailing  courtesy 
over  many  years.  He  will  be  long  remembered  with  affection  by 
Public  Health  Department  staffs  in  the  area  served  by  the  Laboratory. 

Dr.  King  has  been  succeeded  by  Dr.  V/.  L„  Hooper,  at  present 
Acting  Director. 

Chemical  Analyses  are  carried  out  by  the  Public  Analyst  at 
Southampton,  Dr.  H.  Dedicoat. 


(3)  Ho spit  als 

Lymington  &  District  (King  Bdward  Vll  Memorial  Hospital)  ..  General 
Milford-on-Sea  War  Memorial  Hospital  ....... ....... .......  General 

Lymington  Infirmary  ............oo.......  ©oo..oo«oo..  Chronic  Sick 

White  House  Hospital,  Milford-on-Sea  . .  Mentally  Subnormal 

Barton-on-Sea  Maternity  Home 

Infectious  Disease  is  treated  at  Southampton  Isolation  Hospital 

(4)  Tuberculosis 


The  clinic  facilities  for  the  treatment,  prevention  and  after 
care  of  this  infection  are  provided  jointly  by  the  Regional  Hospital 
Board  and  the  County  Council.  The  clinic  serving  this  area  is  held 
in  Christchurch  Hospital  and  is  conducted  by  Dr.  A.  T.  Hendry. 
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SERVICES  PROVIDED  BY  THE  COUNTY  COUNCIL 


Ambulance  Service 


The  County  Ambulance  Service  operates  through  four 
main  stations  and  a  number  of  sub-stations,.  One  of  the 
main  stations  is  at  Lymington. 

All  ambulances  are  fitted  with  radio  and  are  controlled 
from  Winchester,  Requests  for  service  must  be  made  to:- 

The  Central  Ambulance  Control, 

Queens  Road, 

Winchester. 

Tel:  Winchester  6l644 

The  emergency  999  service  also  operates  through  Winchester. 


Nursing  Service 

Seven  District  Nurses  and  Mid- Wives  are  provided 
together  with  five  Health  Visitors  and  a  School  Nurse.  The 
nurses  and  health  visitors  are  largely  attached  to  the  several 
general  practices  throughout  the  Borough. 


Area  Nursing  Officer: 

Miss  J.  E.  Jenner, 

c/o  Rural  District  Council  Offices, 

Appletree  Court , 

Lyndhurst . 

Tel:  Lyndhurst  2891  Ext.  277 


Home  Help  Service  (From  1st  April,  1971 1  under  the  control  of 

the  Social  Services  Department) 

Divisional  Home  Help  Office: 

Social  Services  Offices, 

48,  New  Street, 

Lymington.  Tel:  Lymington  5911/2 

Lymington  Area  Organiser: 

Mrs.  J.  Whiting 
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Ante  Natal  Clinic 


Health  Centre, 

Hillcrof t , 

New  Street,  Lymington. 
Every  Tuesday  at  2.00  p.m. 

Child  Health  Clinics 


Hillcrof t,  New  Street,  Lymington 
Women's  Institute  Hall,  Pennington 
Village  Centre,  Milford-on-Sea 
Women's  Institute  Hall,  Hordle 
Health  Centre,  Spencer  Road,  New  Milton 
Health  Centre,  Spencer  Road,  New  Milton 
(  Dr.  Cattanach  and  Partners) 
Health  Centre,  Spencer  Road,  New  Milton 
(Dr.  Witt  and  Partners) 


Every  Friday 
2nd  8c  4th  Tuesday 
4th  Thursday 
1st  8c  3rd  Thursday 
1st  8c  3rd  Wednesday 

2nd  8c  4th  Tuesday 

2nd  8c  4  th  Thursday 


School  Health  Services 


School  medical  inspections  are  carried  out  periodically 
by  Assistant  County  Medical  Officers  and  Health  Visitors. 

Special  Clinics  are  held  in  the  County  Council  Health  Centre, 
Hillcrof t,  New  Street,  Lymington. 


Immunisation  against  Diphtheria,  Whooping  Cough,  Tetanus  and  Poliomyelitis 

Immunisation  is  carried  out  by  family  doctors  and  at  Child  Health 
Clinics  and  schools.  Most  of  the  primary  immunisation  is  organised  and 
the  records  maintained  through  the  agency  of  the  County  computer. 

Parental  consents  are  obtained  in  the  first  place  by  Health  Visitors 
and  thereafter  the  computer  selects  children  due  for  each  stage  of 
immunisation  at  the  appropriate  time,  prints  an  appointment  post  card 
and  prepares  a  nominal  list  for  the  relevant  doctor.  Further  invitations 
are  sent  for  missed  appointments  and  completed  records  are  fed  back  into 
the  computer  where  they  are  stored  for  reference  if  required. 

Booster  doses  at  around  school  entry  have  up  to  now  largely  been 
organised  by  your  Medical  Officer  of  Health  but  this  too  will  increas¬ 
ingly  come  under  computer  control. 
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Records  received  during  1971 : 


Year 

of  Birth 

Others 

~~ - - — ] 

Total 

Type  of  Vaccine 

1971 

1970 

1969 

1968 

1964/67  ! 

under 

16 

Diphtheria, 

Whooping  Cough 

and  Tetanus 

• 

Primary . . . . 

23 

261 

98 

37 

11 

430 

Re-inforcing  , » „  -  - » 

— 

4 

13 

9 

66 

80 

172 

■  i 

— 

1 

Diphtheria,  Tetanus 

. 

I 

Primary  . , .  „ . 

— 

5 

— 

5 

12 

1 

23 

Re-inforcing 

— 

— 

1 

1 

181 

42 

225 

Diphtheria  only 

Primary . - . . . . 

— 

— 

— 

— 

— 

— 

— 

Re-inforcing  , . 

— 

— 

•• 

1 

1 

Poliomyelitis 

i 

! 

Primary  .  „ .  ,  , - -  -  „  - . 

2 

279 

100 

37 

19 

2 

439 

Re-inforcing  -  „  -  - .  - 

6 

LL 

Ll 

236 

LfL 

314 

Smallpox  Vaccination 

Primary  vaccination  in  early  childhood  has  been  national  policy 
since  infant  vaccination  was  made  compulsory  in  1853 •  Compulsory 
vaccination  ceased  in  1948  but  was  still  advised;  however,  infant 
vaccination  has  steadily  declined  and  in  some  areas  a  relatively 
small  proportion  of  children  have  been  vaccinated  in  recent  years. 

In  July,  the  Department  of  Health  and  Social  Security  announced 
that,  on  the  advice  of  the  Joint  Committee  on  Vaccination  and  Immunisation, 
vaccination  against  smallpox  need  not  no w  be  recommended  as  a  routine 
procedure  in  early  childhood,,  The  Committee  reached  the  conclusion  on 
the  grounds  that  the  area  of  the  world  in  which  smallpox  exists  is 
steadily  diminishing,  that  the  risk  to  the  British  public  is  now  less 
than  at  any  time  in  the  past  and  that,  although  smallpox  vaccination 
is  a  safe  and  reliable  method  of  protection,  complications  do  occur 
in  a  few  children  and  these  are  now  out  of  proportion  to  the  risk  from 
smallpox  in  Britain- 
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Vaccination  remains  necessary  for  travellers  to  and  from  areas 
of  the  world  where  smallpox  is  prevalent  and  is  advisable  for  hospital 
doctors,  nurses,  public  health  staff  and  ambulance  workers. 


Accordingly  vaccination  is  no  longer  included  on  ^he  computer 
programme  and  a  rapid  fall  in  vaccination  statistics  can  be  expected. 


Age 

Months 

Years 

Total 

0-3 

*  3-6 

6-9 

9-12 

1  year 

2-4 

3-19 

Primary 

Vaccination 

- 

— 

1 

- 

20 

63 

11 

93 

Re- 

Vaccination 

- 

- 

- 

— 

- 

4 

49 

33 

Measles  Vaccination 


I  commented  last  year  on  the  set-back  to  measles  vaccination 
which  occurred  in  1969  and  the  appreciable  recovery  which  took  place 
in  1970.  Perhaps  partly  under  the  influence  of  computer  invitation 
there  has  been  a  further  substantial  rise  in  the  number  of  children 
immunised  and  if  this  is  maintained  we  may  yet  see  measles  decline 
into  unimportance. 


Measles  Vaccination  carried  out  during  1971 ♦ 

Year  of  Birth 


1971  •  o  .  . . « 

1970  ... 

1969 

1968  ...  e  .  1 

1964/67 

Others  under  13 
Total 


Rubella  (German  Measles)  Vaccination 


. . .  177 

. . .  204 

. . .  193 

. . .  221 
...  9 


= . .  764 


Vaccination  against  Rubella  is  recommended  for  girls  between 
the  ages  of  11  and  l4.  A  start  was  made  with  13  year  old  girls  in 
secondary  schools  and  it  has  now  been  offered  to  the  whole  age  group. 

In  future  it  will  be  offered  annually  to  11  year  olds. 

A  national  surveillance  programme  has  been  set  up  with  a  view  to 
determining  the  effect  of  rubella  vaccine  on  the  incidence  of  congenital 
defects  due  to  rubella.  It  is  thought  that  a  period  of  at  least  ten 
years  will  be  required. 

421  vaccinations  were  carried  out  on  11  -  13  year  old  girls. 
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SANITARY  CIRCUMSTANCES  OF  THE  AREA 


REPORT  OF  THE  CHITF  PUBLIC  HEALTH  INSPECTOR 

In  submitting  this  section  of  the  report  I  wish  to  thank 
the  Chairman  and  Members  of  the  Public  Health  Committee  for  their 
support  and  consideration  during  the  year  and  the  staff  of  the 
Public  Health  Department  for  their  continued  co-operation.  I 
think  I  should  mention  that  the  increased  pressure  of  work  arising 
from  new  legislation  and  particularly  our  housing  rehabilitation 
drive  has  required  extra  effort  on  the  part  of  the  Public  Health 
Inspectorate,  often  outside  normal  working  hours,  who  have  shown 
a  keenness  which  is  gratifying.  I  would  also  thank  Dr.  McNab 
for  his  support  and  advice. 

WATER  SUPPLY 


(a)  Lyraington  Town’s  Sup_ply 

The  source  of  the  supply  is  from  the  Brackleshum  sands  and  it 
is  thought  that  these  sands  at  Ampress  are  contained  within  a  clay 
basin  into  which  the  underground  water  collects.  The  source  is 
capable  of  producing  up  to  600,000  gallons  per  day.  The  three 
artesian  boreholes  are  of  approximately  390  ft.  depth  and  are  of 
16  ins. ,  18  ins  and  24  ins.  diameter.  Under  load  the  normal 
pumping  level  is  about  130  ft.  from  the  surface.  The  water  is 
lifted  in  two  stages,  first  by  compressed  air  to  ground  level  and, 
after  filtration  and  chlorination,  by  main  centrifugal  pumps  to 
the  Sway  Road  Tower. 


The  undertaking  is  under  the  supervision  of  the  Borough  Engineer 
and  the  following  details  were  obtained  from  his  Department. 

(i )  Water  Consumption 


Year  Industrial  Use  (Galls)  Domestic  Use  (Galls)  Total  (Galls) 


1969  60,234,980 

1970  64,729,820 

1971  64,721,840 


120,070,420 

120,924,149 

120,377,877 


180,303,400 

183,633,969 

183,099,717 


Water  pumped  from  /impress  Works  ........ ..........  130,318,000  galls 

Water  supplied  in  bulk  by  West  Hampshire  Water  C.„  34,381,717  galls 

New  mains  laid  during  1971 :  8"  1300  yards 

3"  300  yards 


The  number  of  new  properties  connected:  38 

The  number  of  separately  assessed  domestic  dwellings  supplied:  2392 
There  are  no  dwellings  served  by  standpipes. 
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Agreement  for  the  transfer  of  the  Undertaking  to  the  West 
Hampshire  Water  Company  was  reached  last  year „  The  suggested  date 
of  the  transfer  is  1st  October,  1972. 


(ii)  Chemical  Analyst s 

( a )  Physical  Examination 

Colour  -  Hazen  units 

Appe  arance 

Odour 


(c) 


Supply 


<5  H.u. 

Clear  and  Colourless 
Normal 


(b)  General  Chemical  Examination  (Results  in  Parts  Per  Million) 


Reaction  (pH  value) 

8.1 

Free  Carbon  Dioxide  (as  CO2) 

2  p.p.m. 

Free  and  Saline  Nitrogen  (as  N) 

<0.01 

p.p.m. 

Albuminoid  Nitrogen  (as  N) 

<0.01 

p.p.m. 

Nitrous  Nitrogen  (as  N) 

<0.01 

p.p.m. 

Nitric  Nitrogen  (as  N) 

<0.5 

p.p.m. 

Total  Hardness 

by  E.D.T.-u,.  method  (as  CaCO  ) 

190 

p.p.m. 

Temporary  Hardness  (as  CaCO^) 

190 

p.p.m. 

Permanent  Hardness  (as  CaCOl) 

40 

p.p.m. 

Total  Alkalinity  (as  CaCOl) 

190 

p.p.m. 

Oxygen  absorbed  from  N/80 

permanganate  in  4  hours  at  27  C 

Nil 

Total  Dissolved  Solids 

(dried  at  l80°C) 

345 

p.p.m. 

Free  Chlorine 

Nil 

Mineral  Analysis  (Results  in  Parts  Per  Million) 

Sodium  as  Na 

11.9 

p.p.m. 

Carbonate  as  CO-7 

90  p. 

,p«m. 

Chloride  as  Cl 

22  p, 

.p.m. 

Sulphate  as  SO^ 
Nitrate  ClS  NO3 
Nitrite  as  N0„ 
Silicate  as  SiOp 
Iron  as  Fe 
Le  ad  as  Pb 
Copper  as  Cu 
Zinc  as  Zn 


49  p.p.m. 
<2.5  p.p.m. 
<0.05  p.p.m. 

14  p.p.m. 
■<0.09  p.p.m. 
<0.05  p.p.m. 
<0.05  p.p.m. 
0.11  p.p.m. 


Observations 


The  results  show  the  water  to  be  of  excellent  quality  and 
suitable  for  all  purposes  of  domestic  supply.  There  was  no 
evidence  of  any  pollution  or  contamination. 
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Bacteriological  Examination 


Samples  are  taken  weekly  from  various  premises  in  the  town  and 
from  each  borehole  in  rotation,,  A  tota,l  of  106  samples  were  taken  v/ith 
the  following  results: - 


No.  of 
samples 

No.  of 
samples 
containing 
coliform 
per  100  ml 

No.  of 
samples 
containing 
bact.  coli 
(type  1) 
per  100  ml 

Coliform 
bacilli 
present 
per  100  ml 

Bacterium 
coli 
(type  l) 
per  100  ml 

Direct  from 
mains  supply 

1  s* 

54 

2 

nil 

1 

nil 

2 

No.  3  Borehole 
before  treatment 

26 

nil 

nil 

nil 

nil 

No.  4  Borehole 
before  treatment 

26 

nil 

nil 

nil 

nil 

. 

Total  ..... 

106 

2 

nil 

1 

nil 

2 

Comments 


These  results  are  very  satisfactory  indicating  a  water  relatively 
free  from  pollution  or  contamination  even  prior  to  treatment. 

Fortnightly  pH  testing  of  the  Town’s  Supply  is  carried  out  by  the 
Public  Health  Department,  62  samples  were  tested  with  the  following  results:- 


No.  of  Samples 

pH 

7-7 

pH 

7.8 

pH 

7.9 

No.  3  and  4  Borebdl.es 

31 

nil 

nil 

31 

Filtered  water 

31 

27 

3 

1 

These  results  are  very  satisfactory;  the  borehole  water  showed 
no  fluctuation  whatsoever.  The  filtered  water  varying  slightly  but 
achieving  a  most  satisfactory  result. 
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(b )  West  Hampshire  Water  Company  Supply  serving  New  Milton,  Milford- 
on-Sea,  Pennington  and  Hordle 

The  water  supplied  by  the  West  Hampshire  Water  Company 
comes  from  the  River  Avon  at  Knapp  Mill  and  is  treated  by 
filtration,  super  chlorination  and  de-chlorination.  Another 
source  of  supply  is  from  deep  boreholes  in  the  chalk  at  Hale. 

The  Chief  Engineer  to  the  Water  Company  has  kindly  supplied 
the  following  information. 


lo 

New  mains 

laid  in  1971  - .0.  4" 

0  0  0  0 

290  yards 

3" 

•  0  0  0 

2203  yards 

1  it! 

0000 

889  yards 

2. 

308  new  properties  were  connected. 

3. 

There  are 

12,294  separately  assessed 

domestic 

dwellings.- 

4. 

There  are 

no  dwellings  served  by  sta 

ndpipes. 

Sampling 

Chemical  Analysis  (Chemical  Results  in  Milligrams  Per  Litre  (ppm.) 


Akppearance 

Bright  and  Clear 

Turbidity  (Jackson  Units) 

Nil  -  1 

Taste 

Nil 

Colour  (Hazen) 

2-10 

Odour 

Nil 

pH 

7.4  -  8.1 

Eree  Carbon  Dioxide 

9-12 

Electric  Conductivity 

300  -  480 

Total  Solids 

200  -  330 

Chlorine  present  as  Chloride 

16  -  18 

/Alkalinity  as  Calcium  Carbonate 

130  -  220 

Hardness:  Total 

170  -  230 

Carbonate 

130  -  210 

Non-carbonate 

20  -  40 

Nitrate  Nitrogen 

3*2  -  4.0 

Nitrite  Nitrogen 

Nil 

Ammoniac al  Nitrogen  * 

0.03  -  0.12 

Oxygen  Absorbed 

0.30  -  1.2 

AALbuminoid  Nitrogen  * 

0.03  -  0.12 

Residual  Chlorine 

0.2  -  0.3 

Metals:  Iron,  Copper,  Lead,  Line 

Kangane  se 

Nil 

*  to  convert  to  Ammonia  multiply  by  1.21 
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Bacteriological  Results 


Number  of  Colonies  developing  on  Agar: 


1  day  at  37°G 

2  days  at  37°  G 

3  days  at  20° C 


OOOOOOOOOO** 

000000000900 

900000000000 


0-23  per  ml 

0-33  pei'  ml 
0  -  180  per  ml 


Present  Absent 
In  From 

Presumptive  Colis.erogenes 

Reaction  0  ml  0  ml 

Bact.  coli  (Type  l)  0  ml  0  ml 

Cl,  welchii  reaction  0-3  ml 


Remarks 

Mineral  Analysi s  -  Typical  Normal  Flow  of 


Most  Probab le 
number 


0  per  100  ml 
0  per  100  ml 


Fully  Treated  Water 


CclICIUTII  0000000  0  0*0*00 

86,4 

Carbonate  0000000000 

126,0 

Magnesium  0000*0*00.000 

4o9 

S*1J  i  TOb-C-d  L'  e  0*00000000 

14.0 

Sodium  0*0060000000000 

11,0 

Chloride  00000000*0 

18.0 

IP  ot  as  sium  **ooo*ooooo* 

2.4 

i\  1 13  r  Clt  0  roooooooooo 

13.3 

Organic  etc  *  ooo*©ooooo 

3.8 

Ol  ll  C  a  0000000*0000 

6.0 

BACTERIOLOGICAL  EXAMINATION 


37  samples  were  submitted  to  the  Public  Health  Laboratory  for 
bacteriological  examination  and  all  but  one  were  satisfactory,, 

The  samples  are  taken  at  various  premises  in  the  Borough, 
usually  from  a  dwelling  house,  A  repeat  sample  was  taken  from 
where  the  unsatisfactory  report  was  obtained  and  it  was  found  to 
be  satisfactory. 


DRAINAGE  AND  SEWERAGE 

Riverside  Drainage  Scheme 

Approval  has  now  been  received  from  the  Department 
of  the  Environment  and  part  of  the  scheme,  namely  the 
construction  of  the  Iley  Lane  screen,  to  screen  the  sewage 
at  the  Pennington  outfall,  has  commenced  and  should  be 
completed  early  next  year.  The  main  part  of  the  scheme 
should  commence  in  the  Spring  or  early  Summer  of  1972. 
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The  completion  of  the  scheme  is  anxiously  awaited  as  pollution 
of  the  Lymington  River  occurs,  at  a  number  of  overflow  points,  when¬ 
ever  surcharge  of  the  sewer  takes  place  and  consistently  after  heavy 
rainfall. 

The  Wainsford  Relief  Sewer 


The  continuing  development  in  the  northern  part  of  New  Milton 
and  the  resultant  overloading  of  the  sewerage  system  has  given  rise 
to  great  concern  at  the  worsening  of  the  position  with  regard  to 
the  pollution  of  streams  in  the  area.  It  is  hoped  that  this  scheme, 
which  is  an  extremely  large  one,  will  receive  approval  of  the 
Department  of  the  Environment  early  in  1972c 

This  scheme,  which  will  cost  in  the  region  of  £860,000  is  an 
essential  part  of  the  development  of  the  Borough  which  is  not 
confined  to  the  New  Milton  area  only. 

The  surface  water  drainage  works  of  Becton  Lane  have  been 
completed  and  improvements  made  at  New  Valley  Road. 


Cesspools,  Septic  Tanks  etc. 

Number  of  properties  with  cesspools  or  septic  tanks  .....o  800 
Number  of  properties  with  earth  or  chemical  closets  ......  5'1 

The  properties  mainly  lie  in  the  unsewered  area  of  Bashley, 
Hordle ,  Milford  and  Woodside  and  other  rural  parts  of  the  Borough. 


PUBLIC  CLE/NSING 


The  weekly  collection  of  household  refuse  has  been  maintained 
throughout  the  Borough.  An  incentive  bonus  schemo  has  been  introduced 
for  the  refuse  collection  service  which  is  experiencing  teething 
troubles.  There  has  been  some  difficulty  in  getting  the  scheme 
accepted  by  the  staff. 

A  number  of  the  caravan  and  chalet  holiday  sites  have  gone 
over  to  paper  sack  storage  and  co-operate  in  the  collection  of 
their  refuse  by  providing  centrally  sited  collecting  points.  This 
method,  apart  from  saving  time,  is  more  hygienic  and  provides  a 
safety  valve  during  peak  holiday  periods  v/hen  the  service  is 
particularly  under  pressure.  It  is  hoped  that  all  the  sites  will 
adopt  this  method  of  storage  as  quickly  as  possible. 
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There  is  still  a  problem  with  garden  refuse  which  is  being 
dumped  in  inaccessible  and  some  isolated  parts  in  the  Borough.  This 
is  a  particularly  pernicious  activity  which,  apart  from  the  destructive 
effect  on  the  environment,  encourages  rodents  and  vermin  by  providing 
harbourage.  The  special  collection  service  for  bulky  items  is  still 
being  well  used  and  is  a  great  help  towards  keeping  the  district 
tidy  but  the  problem  of  indiscriminate  dumping  will  have  to  be  faced. 
Prosecutions  under  Civic  .Amenities  Act  or  the  Litter  Act  are 
comparatively  rare,  mainly  because  of  the  difficulty  in  tracing  the 
offender. 

The  charges  for  trade  refuse  based  on  the  average  number  of 
bins  collected  each  week  have  been  amended  and  are  now  as  follows 

1  bin  free  on  the  first  weekly  collection. 

Next  2  bins  on  the  first  weekly  collection  -  £2  each  per  annum 

Additional  bins  (in  excess  of  3)  on  the 

first  weekly  collection  -  £4  each  per  annum 

Second  collection  -  all  bins  -  £4  each  per  annum 

The  old  refuse  site  at  Lower  Pennington  is  kept  open  to  the 
public  for  depositing  garden  refuse.  All  other  refuse  is  disposed 
of  by  the  controlled  tipping  method  on  the  main  tip  at  Afford. 


SAMPLES  TAKEN  BY  THE  PUBLIC  HEALTH  DEPARTMENT 


Milk . 121 

Milk  Containers  (Batches)  .  29 

Ice  Cream  Products  ........  21 

Water  (Mains  Supply) 

Che im c e.l  ..oo.».oooo..o..  1 

Bacteriological  .........  162 

Sea  Water  Baths 

Bacteriological  .........  40 

Other  Baths  ..............  58 

Sea  Watei  ..o.oo.oooe.ooo..  58 

Miscellaneous  . .  2 


Rivers,  Streams  and  Ponds  ..  58 


Sewage  Effluents 

Chemical  . 1 

Bacteriological  . . .  77 

Food 

Chemical  ................  4 

Bacteriological  .........  386 

Food  Premises,  Plant  and 

Equipment  . 78 

Faeces,  Urine,  Blood, 

Nose  and  Throat  ..........  6l 
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TESTS  CARRIED  OUT  BY 
PUBLIC  HEALTH ' INSPECTORATE 


Sea  Water  Baths  Residual  Chlorine  Tests  42 

pH  Tests  50 

Other  Baths  Residual  Chlorine  Tests  17 

pH  Tests  17 

Towns  Wacer  Supply  pH  Tests  67 


REPORT  ON  SAMPLES  OF  FOOD,  PLANT  AND  EQUIPMENT  ETC, 

Cream  and  Cream  Confectionery 

34  samples  of  fresh  cream  were  sampled  and  were  subject  to  the 
methylene  blue  reduction  test.  23  fell  into  Grades  1  and  2,  10 
in  Grade  3  and  1  in  Grade  4. 

15  samples  of  whipping  cream  (used  in  the  manufacture  of 
flour  confectionery)  were  taken  and  3  were  of  Grade  2  and  12 
in  Grades  3  and  4. 

7  samples  of  fresh  and  artificial  cream  cakes  were  taken  and 
the  bacteriological  results  showed  the  presence  of  coliform  organisms. 

A  recent  survey  by  a  working  party  of  the  Public  Health  Laboratory 
Service  on  the  bacteriologic.al  examination  of  fresh  cream  has  confirmed 
that  although  fresh  cream  is  retailed  on  a  wide  scale,  pathogenic 
bacteria  are  rarely  present  and  food  poisoning  incidents  are  few 
from  this  source.  Bacteria  present  are  usually  the  result  of 
contamination  during  handling  and  filling  of  containers  or  from 
plant  during  processing.  We  are  continuing  the  sampling  of  this 
product  which,  so  far,  has  given  mixed  results. 


Product 

No. 

Coliforms 

present 

No. 

E.Coli 

present 

No. 

Grades 

1 

2 

3 

4 

Fresh  Cream 
Confectionery 

6 

5 

4 

Fresh  Cream 

.. 

34 

.  .  .  . 

— 

-17 

.  . 

6 

10 

1 

• 

Fresh  Whipping 
Cream 

15 

- 

3 

L 

'7 

. 

] 

5  ! 

Clotted  Cream 

L j 

2 

- 

=n 

N 
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Other  Foods 


Other  foods  sampled  include  bread,  faggots  and  cheese. 
These  were  examined  following  complaints  of  stomach  upsets. 
Samples  of  oysters  and  clams  from  local  experimental  beds 
were  submitted  for  examination  to  ascertain  their  purity. 

The  results  indicated  that  further  cleansing  would  be 
necessary. 

Sampling  of  the  sea  bed  between  Hurst  Spit  and  Keyhaven 
River  was  carried  out  following  enquiries  from  a  firm  wishing 
to  relay  clams  recovered  from  the  Solent  in  the  area.  The 
results  indicated  some  pollution  which,  although  acceptable 
for  bathing,  was  not  of  sufficient  purity  to  provide  adequate 
cleansing  of  shellfish. 

Poultry  (159)  and  viscera  (l88)  represented  the  large 
proportion  of  food  samples  and  most  of  these  from  the  poultry 
packing  station.  (See  report  under  nPoultry  Inspeccion") 


Pet  Foods 


Two  samples  of  cooked  knacker  meat  were  taken  and  the 
reports  indicate  that  proper  sterilisation  had  been  carried 
out. 


Sea  Vi/at er 


Sampling  of  the  sea  water  from  the  Borough’s  two 
main  bathing  beaches  was  continued  between  May  and  September. 
In  all  58  samples  of  sea  water  and  77  swabs  of  sewage  effluent 
were  taken. 

During  the  third  week  of  May  a  10%  solution  of  sodium 
hypochlorite  was  added  to  the  effluent  at  the  Barton  sewage 
works  and  this  was  continued  until  the  end  of  October. 

The  table  shown  below  gives  the  median  Coliform 
Bacterial  Counts  for  the  summer  periods  from  1967  and  the 
improvement  will  be  apparent.  The  extremely  low  bacterial 
counts  coincide  with  the  treatment  of  the  sewage  effluent. 

The  bacterial  standard  is  now  well  within  that  recommended 
by  the  Medical  Research  Council. 
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' 

Year 

Barton  Beach 

Hordle  Cliff 

Coliform 

Faecal  Coli 

Coliform 

Faecal  Coli 

1967 

2150 

260 

5500 

1700 

1968 

975 

240 

5500 

3500 

1969 

3500 

525 

12500 

5750 

1970 

1700 

800 

5500 

2500 

1971 

65 

20 

145 

33-5 

A  potentiometer,  an  automatic  monitoring  device  which 
ensures  correct  dosing,  will  be  installed  by  next  Spring. 

Rivers  and  Streams 


The  condition  of  Rivers  and  Streams  in  the  Borough  was  kept 
under  observation  for  excessive  bacterial  pollution  and  in  particular 
the  Lymington  River  and  the  Danestream  were  examined  and  sampled. 

The  Lymington  River  was  sampled  in  8  places  between  Boldre 
Bridge  and  Harpers  Lake  on  two  occasions  and  although  there  was 
evidence  of  pollution  above  the  Tollbridge  the  places  where  the 
highest  bacterial  counts  were  recorded  are  central  areas  between 
the  Pier  and  the  Quay.  Comments  made  under  the  item  "Drainage 
and  Sewerage"  indicate  the  probable  cause. 

The  Danestream  has  been  examined  from  its  source  at  Tiptoe 
to  its  lower  reaches  at  Mi If ord-on-Sea  and  6  samples  at  various 
points  have  been  taken.  /Is  remarked  under  "Drainage  and  Sewerage" 
the  condition  of  the  stream  gives  rise  to  some  concern  and  a  steady 
deterioration  has  been  observed.  The  Public  Health  Committee 
have  indicated  the  urgency  with  which  the  sewerage  schemes  must 
be  treated.  At  the  same  time,  pollution  arising  from  some  of  the 
caravan  sites  in  the  area  will  not  be  eliminated  unless  the  sewer 
under  construction  by  the  owners  is  completed;  this  matter  is  at 
present  under  consideration  by  the  River  Authority. 

Swimming  Baths 

Schools 


Tests  were  carried  out  at  4  school  swimming  baths,  two  of  the 
schools  are  private  ones. 

One  of  the  schools  was  using  chlorinated  cyanurates  as  a 
chlorinating  reagent  and  a  chemical  analysis  was  carried  out  of 
the  pool;  the  acid  content  was  well  within  the  permitted  limits. 
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The  County  Architects  Department  have  drawn  up  a 
routine  maintenance  code  for  swimming  baths  within  their 
control  for  the  guidance  of  their  pool  caretakers. 

Observations  were  invited  on  a  draft  code  and  recommendations 
made  by  our  Department  have  been  incorporated  in  the  final 
instructions.  20  samples  were  taken  from  the  schools  during 
the  summer  and  all  proved  to  be  satisfactory. 

Caravan  Sites  and  Swimming  Pools 

Samples  were  taken  from  two  pools  in  the  area  to  which 
the  public  are  admitted  and  in  both  cases  satisfactory  results 
were  obtained. 

Paddling  Pools 

Samples  from  two  paddling  pools  however  proved  to  be 
unsatisfactory.  The  cause  is  fairly  clear  as  very  young 
children  are  less  inclined  to  use  the  toilets  prior  to 
using  paddling  pools.  This  necessitated  emptying  and 
rechlorination  at  frequent  intervals. 

FACTORIES  ACT  1961 

Factories  in  the  Borough  total  192.  As  required  the 
prescribed  particulars  on  the  administration  of  the  Factories 
Act  are  attached  as  an  annexe  to  this  report. 

Types  of  Factories  Registered 


Builders  and  Ancillary  Works  . . 
Garages  .... 


00000 


00000900000000 


00000 


Dairies  . . . 

Boat  Builders  and  Ancillary  Works 
Radio,  Cycle  and  Electrical 


0000000 


ooooooooomooooooooooooo 


ooooooooooooooooo 


Bakehouses 
Laundries 
Engineering  ............. 

Boot  Repairs 
Upholstery 
Printing  .... 

Miscellaneous  ..... 


0000000000 


ooooooooooooooooooooo 


ooooooooooooooooooooooo 


ooooooooooooooooooooo* 


000000000000**00 


000000000000*0 


000*0000000000 


oooooooeoooooo 


00000000000000 


oooooooooooooe 


00000000000000 


oooooooooooooe 


oooooooooooooe 


oooooooooooooe 


oooooooooooooe 


oooooooooooooe 


oooeoooooooooo 


30 

37 

3 
13 
13 

9 

6 

4l 

4 

3 

4 
23 
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SANITARY  INSPECTION  OF  THE  AREA 


Inspections  during  1971 : 


Inspec¬ 

tions 

Action 

reqd 

Re  me- 
died* 

NOTICES 

DESCRIPTION 

In 

formal 

Formal 

Milk  and  Dairies 

132 

6 

6 

2 

2 

Housing  Acts 

104 1 

93 

78 

90 

13 

Public  Health  Acts 

137 

6 

4 

4 

3 

Improvement  Area 

l6l 

- 

4 

- 

- 

General  Improvement  Area 

19 

- 

- 

- 

- 

Qualification  Certificate 

164 

16 

8 

- 

— 

Standard  Grant 

271 

44 

4o 

— 

- 

Improvement  Grants 

362 

14 

3 

- 

Houses  Let  in  Multiple  Occ., 

103 

6 

10 

5 

3 

Council  House  Application 

120 

—  i 

- 

-  ! 

- 

|  Rent  Act 

3 

— 

—  i 

- 

1 

Drainage 

258  j 

22 

23 

9 

1 

Water  Supply  1 

112 

- 

-  1 

j 

Caravan  and  Tented  Sites 

556 

30 

26 

7 

1 

Schools 

13 

6 

1 

— 

— 

Offices,  Shops  &  R.PaAct 

313 

63 

29 

36 

- 

Factories  -  Power 

69 

12 

8 

6 

- 

Clean  Air  Act 

103 

20 

20 

3 

— 

Food  and  Drugs  Act 

201 

46 

42 

- 

- 

Hygiene  Regulations 

311 

39 

49 

17 

- 

Markets 

233 

3 

3 

5 

- 

Meat  Inspection 

453 

-  j 

- 

- 

- 

Poultry  Inspection 

282 

- 

- 

- 

- 

Other  Food  Inspection 

11 

-■ 

— 

- 

- 

Knackers  Yard 

4 

- 

— 

— 

Accumulation/Deposits 

136 

24 

24 

12 

- 

Watercourses/Ditches 

133 

11 

3 

6 

- 

Noise  Abatement 

138 

17 

13 

7 

1 

Disinfest/Disinfect . 

94 

26 

26 

- 

- 

Infectious  Disease 

62 

- 

- 

- 

— 

Petroleum  Regulations 

80 

3 

3 

3 

— 

1  Pet  Animals  Act 

1 

— 

— 

— 

— 

\  Animal  Boarding  Est.Act 

6 

- 

- 

- 

— 

|  Riding  Establishment  Act 

31 

— 

- 

- 

- 

|  Mosquito  Control 

4 

1 

1 

- 

|  Sea  Water  Baths 

30 

- 

- 

- 

1  Betting  and  Gaming  Acts 

2 

- 

- 

•  - 

- 

Other  Public  Health  Matters 

941 

34 

36 

- 

— 

Delivery  Vehicles 

19 

3 

3 

2 

Swimming  Pools 

21 

- 

- 

Interviews  and  Meetings 

169 

- 

- 

- 

- 

|  Pigeon  Infestation 

29 

- 

- 

- 

— 

TO  t  ell  00000000000000*000 

7361 

587 

469 

234 

24 

Rats  and  Mice 

2800 

739 

739 

2 

2 

Petroleum  Regulations  „ . . 

80 

3 

5 

- 

Gif*  cinci  lot  cil  000000900000 

|  10241 

1329 

1211 

236 

26 _ j 

*  Includes  defects  outstanding  from  previous  year 


COMPLAINTS  AND  NUISANCES 


Complaints  received  during  the  year  totalled  386,  an  increase 
of  36%  on  last  year.  In  addition  there  were  4l6  complaints  of  rodent 
infestation. 


Nature  of  Complaint 

Complaints 

made 

Action 
.  Required 

Remedied  ~j 

Drainage  defects  ........ 

30 

22 

20  | 

Smoke  nuisances  .......... 

29 

12 

12  1 

Accumulations  and  Deposits 

22 

16 

16  ! 

i 

Housing  defects  .......... 

0 

28 

17 

S 

Pests  (excluding  wasps)  .. 

36 

46 

46  j 

Food  Supplies 

76 

46 

42 

Noise  Abatement  .......... 

45 

17 

13 

Miscellaneous  ............ 

100 

34 

36 

40  t  C\  1  0000000  0  e  0  O 

386 

230 

192 

Drainage 


Of  30  complaints  received,  22  required  remedial  measures. 

The  nature  of  the  complaints  were  of  defective  cesspools  (4), 
blocked  or  overflowing  sewers  or  house  drains  (ll),  overflowing 
farm  drainage  (4). 

Clean  Air  Acts,  1936-68 

29  complaints  were  received  and  13  were  of  domestic  garden 
bonfires;  8  of  these  were  considered  to  be  justified  and  after 
an  approach  to  the  offender  the  offence  was  not  again  complained 
of.  3  complaints  were  of  smoking  domestic  boilers,  1  of  exhaust 
fumes  from  a  garage;  1  of  these  complaints  was  justified  and 
remedial  action  taken.  6  complaints  were  of  burning  trade  waste, 
3  of  which  required  action  and  resulted  in  the  burning  being 
discontinued. 
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Clean  Air  Acts,  193_6-6_8 


In  addition  to  these  complaints,  nuisance  was  found  on 
3  building  sites  where  ground  was  being  cleared.  In  these  cases 
the  fires  were  extinguished  within  a  matter  of  hours.  The 
principle  adopted  in  these  cases  being  that  if  the  material  can 
be  burnt  off  in  a  single  day  without  undue  discomfort  to  local 
residents,  then  no  action  is  taken.  Otherwise  the  material, 
usually  timber,  must  be  removed  from  the  site. 

Fumes  from  3  factory  premises  were  also  dealt  with,  in  each 
case  the  oil/ air  mixture  was  at  fault. 

Clean  /dr  Act,  193&  -  Section  3*  Notification  of  Proposed  Installation 
of  Ne  w_  Furnaces 


2  notifications  received  of  proposal  to  install  new  furnaces. 
Section  10  -  Heights  of _  Chimneys 


1  application  considered  in  respect  of  a  new  installation. 


Pests 


36  complaints  of  pests  were  made  including  flies  (13)?  fleas  (l6) 
ants  (5)?  cockroaches  (2),  pigeons  (2),  mosquitoes  (4),  rabbits  (2), 
squirrels  (2),  wasps  (130+),  black  beetles  (4),  furniture  beetles  (l). 

Over  130  complaints  have  been  received  during  the  summer  of 
wasp  nests.  Many  of  the  nests  were  reported  in  roofs  and  wall 
cavities.  The  majority  were  in  gardens  and  hedges.  A  large  number 
of  the  complaints  were  referred  to  a  local  retired  gamekeeper,  who, 
for  a  small  charge,  dealt  with  them. 


Noise  Abatement  Act,  i960 


Complaints  of  noise  have  increased  by  50/o°  The  public  are 
no  longer  willing  to  accept  noise  as  a  part  of  the  price  of 
progress. 

The  complaints  are  very  much  in  line  with  the  .type  experienced 
in  previous  years. 

British  Standard  4l42  method  of  rating  Industrial  Noise 
affecting  mixed  residential  and  industrial  areas  has  been  a 
useful  guide  in  establishing  acceptable  noise  levels  where 
complaints  of  industrial  and  commercial  premises  are  involved. 
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The  owners  of  two  industrial  premises  where  noise  nuisance 
was  established  were  advised  to  consult  the  Sound  and  Vibration 
Research  Department  of  Southampton  University.  At  one  premises 
recommendations  were  made  which  have  reduced  the  noise  level  but 
it  is  considered  that  further  works  will  be  necessary  before  the 
complainant  is  completely  satisfied. 


Most  of  the  domestic  complaints  would  never  have  been 
brought  if  a  little  consideration  or  thoughtfulness  had  initially 
been  given. 


Type  of  Premises  J  Causation 

Suggested 

Remedy 

r 

Commercial  I  Noisy  refrigerator 

l 

| 

Moved  to  another 
position  | 

2 

Commercial 

Noisy  compressor  - 

i 

Ceased 

3 

Industrial 

Heating  system 
fans 

Cut  out  installed 
(not  working 
during  night  time ) 

4 

Industrial 

Electric  fans 
and  motors 

Silencers  provided 
reduced  noise  to 
acceptable  level 

3 

Industrial 

Early  starting  of 
lorry  motors 

Moved  away  from 
houses 

6 

Domestic 

Barking  dogs 

No  nuisance 

7 

_ 

Demolition  works 

Hammers  during 
night  time 

Ceased 

8 

Industrial 

Hammering  and 
drills 

Not  yet  confirmed 

9 

Roadworks 

Unmuffled  road 
breaker 

s 

Muffler  provided 
and  screening  of 
compressor 

29 


Type  of  Premises 

Causation 

Suggested  S 

Remedy  j 

10 

cont  oooo 

Domestic 

Vibration  from 

neighbouring 

property 

No  nuisance 

1 

i  11 

1 

i 

Industrial 

Blasting  operations 
and  compressor 

Screening  and 
other  works  - 
partly  remedied 

12  j  Industrial 

_ L 

Cement  mixer 

I 

Operation  ceased 

13 

Industrial 

(Building 

operations) 

Compressor 

Screen  provided 

14 

Industrial 

(Building 

operations) 

Compressors 

Moved  offending 
machinery  to 
another  part  of 
site 

13 

Domestic 

Dog  barking 

No  nuisance 

1 6 

Domestic 

Noisy  motor 
cycles 

No  nuisance 

17 

Domestic 

Neighbour  hammering 
(car  repairs) 

Ceased 

18 

Industrial 

(Building  operations 

Noisy  petrol  operated 
pump  (night  operation) 

A  quiet  electric 
pump  provided 

1 

19 

. 

Industrial 

Noise  at  night  and 
weekends  from  drill 
and  motor 

Ceased 

F 

Commercial 

Noise  from  band 
and  vocalist 

■  — — —  ,  — — —  . 

Amplification 
reduced  i 

.■  i 

_ 
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Type  of  Premises 

.  . 

Causation 

Suggested  j 

Remedy 

21  Domestic 

Neighbour  starting 
for  work  4.30  a.m. 

No  action 

;  22  Domestic 

Neighbour  repairing 
motor  car 

No  nuisance 

j  23  Industrial 

Noise  from  early 
start  of  lorries 

Practice 

ceased 

j  24  Commercial 

• 

-  . 

Noise  from  pop 
group 

Reduce  ampli¬ 
fication  (noise 
level  partially 
reduced) 

23  Roadworks 

Unmuffled  road 
breaker 

Muffler 

provided 

Food  Supplies 

76  complaints  were  made  regarding  the  condition  of  food. 

21  complaints  were  from  retailers  regarding  the  condition  of  food 
where  there  was  doubt  as  to  its  fitness.  Details  are  set  out 
under  ’'Inspection  of  Food  at  Food  Shops"  and  "Food  Complaints". 

MILK  AND  DAIRIES  ACT  AND  REGULATIONS 

There  are  2  registered  dairies,  66  registered  distributors  of 
milk  and  2  pasteurising  establishments.  One  of  the  establishments 
pasteurise  under  the  Holder  Process  and  the  other  has  a  H.ToS.T. 
plant.  In  the  former  case  the  milk  is  retained  at  a  temperature 
of  not  less  than  143  F  and  not  more  than  130  F  for  at  least  30 
minutes  and  in  the  latter  the  milk  is  retained  at  a  temperature 
of  not  less  than  l6l  F  for  at  least  13  seconds;  in  both  methods 
the  milk  is  required  to  be  immediately  cooled  to  below  30  F. 

Powers  of  licensing  have  been  delegated  to  this  authority  by  the 
County  Council  and  the  plants  and  premises  are  subject  to  inspection 
by  officers  of  the  Public  Health  Department.  Samples  of  pasteurised 
milk  are  taken  at  least  once  weekly  from  each  pasteurising  establish¬ 
ment  and  are  examined  at  the  Public  Health  Laboratory,  Poole. 

/in  average  of  4,300  gallons  of  milk  are  pasteurised  each  day  in 
the  Borough,  giving  an  annual  gallonage  of  1,666,000. 
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ANALYSIS  OF  SAMPLES 


Class  of  Milk 

. 

No.  of  ! 

i  Samples 
taken 

. . . 

Appropriate 

Tests 

Samples 

Passed 

.  Failed 

T.T. 

tun  gj,  j.  | 

Phosphatase 

120 

— m 

Pasteurised 

120 

Methylene  Blue 

117 

3 

Sterilised 

»j 

1 

Turbidity  Test 

1 

LJ 

Of  the  120  pasteurised  milk  samples  taken,  3  failed  the  methylene 
blue  test;  none  failed  the  phosphatase  test.  Notice  under  Section  44  (2) 
(a)  of  the  Food  and  Drugs  Act,  1935  was  served  on  the  dairy  concerned. 

29  batches  of  milk  bottles  were  tested  for  cleanliness  following 
machine  washing. 

There  are  24  milk  producers  in  the  Borough.  No  "Untreated"  milk 
is  sold  within  the  Borough  although  one  farmer  holds  a  retailing  licence. 

MEAT,  SLAUGHTERHOUSE ,  FOOD  STORES  ETC. 


There  is  one  licensed  slaughterhouse  in  the  Borough  sited  in 
Sky  End  Lane,  Hordle.  These  premises  have  been  maintained  in  a 
satisfactory  condition. 

100%  inspection  of  animals  slaughtered  has  been  possible  since  the 
operation  of  the  Meat  Inspection  Regulations,  1963*  Meat  inspection 
duties  are  carried  out  on  a  rota  basis  by  Mr.  Tomkins,  Mr.  Stopher  and 
Mr.  Fleming. 

Under  these  Regulations  the  charges  recoverable  by  the  Local 
Authority  for  meat  inspection  are: 

13p  pei'  bovine  animal  (other  than  calf) 

4p  per  calf  or  pig 
3p  per  sheep  or  lamb 

Due  to  the  increased  cost  of  the  meat  inspection  service,  an 
increa.se  in  the  charges  made  has  been  permitted  under  the  Regulations. 
(l8p  -  bovine  animal  other  than  calf,  5p  -  calf  or  pig,  4p  -  sheep  or 
lamb . ) 

A  total  of  433  visits  were  made  to  the  slaughterhouse  in  connection 
with  meat  inspection. 
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POST  MORTEM  INSPECTION 


Cattle 
Excluding ■ 
Cows 

Cows 

Calves 

Sheep 

and 

Lambs 

Pigs 

Number  killed  ) 

Number  inspected) 

442 

31 

76 

!  -i- 

1547 

1681 

All  Diseases  except 
Tuberculosis 

Whole  carcases  condemned 

2 

3 

Carcases  of  which  some 
part  or  organ  was 
condemned 

8l 

19 

3 

24 

287 

Percentage  of  the  number 
inspected  affected  with 
diseases  other  than  T0B„ 

18.3 

68 

4 

1.6 

17.2 

Tuberculosis  only 

Whole  carcases  condemned 

Carcases  of  which  some 
part  or  organ  was 
condemned 

. 

31 

Percentage  of  the  number 
inspected  affected  with 

T.B. 

-  -  m 

- 

- 

- 

- 

1.8 
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The  following  organs  and  parts  of  organs  were  condemned  as  unfit: 


“ 

Beasts 

- i - 

Cows  |  Sheep 

S 

Pigs 

Calves 

tons  cwto  lbs 

j  Livers :  Whole 
Part 

27 

50 

5 

6 

J 

17 
■ : 

78 

2 

—  - 

j  9  50 

Hearts 

1 

— 

70 

1 

CM 

—  ■  1 

Lungs 

. 

5 

2 

6 

128 

3 

3  io 

Heads 

1 

2 

2 

. 

33 

- 

3  15 

t 

Plucks 

i  1 

1 

1 

31 

2  5 

Kidney 

1 

3 

3 

2 

14 

Other 

- 

5 

2 

- 

1  20 

Parts  of 

carcases 

10 

— 

27 

- 

9  18 

Whole 

carcases 

2 

- 

3 

mrn  mmmm+m 

- 

9  50  j 

i 

Total  weight  00.  .  „  „  1  18  00 


INSPECTION  OF  FOOD  AT  FOOD  SHOPS 


The  following  foods  were  examined  at  retail  shops  and  voluntarily 
surrendered  as  unfit  for  human  consumption: 


tons„ 

cwt  „ 

lbs 

Tinned 

Foods 

Blown,  damaged  etc* 

2 

78 

Meat 

Decomposition,  bone  taint 

16 

102 

Frozen 

Foods 

Breakdown  of  refrigerator 

(unsound) 

19 

84 

Other 

Foods 

Rancid,  decomposition 

1 

14 

J*  O'  O  CLJL  o  o  o  •  •  o  o  o  O 

2 

54 

34 


IA-J-  LA 


POULTRY  INSPECTION 


1.  Number  of  poultry  processing  premises  within  the  district  .o....  1 

2*  Number  Of  VlSltS  mode  00*000*00000000000000000**0000000000000000  282 

.  Total  number  of  birds  processed  during  the  year  . .  6,830,944 

•  iype  of  bird  processed  00000000000000*00000000000000000000  Sroilers 
.  Percentage  of  whole  and  part  birds  rejected 


as  unfit  for  human  consumption  ............o... 

Weight  of  poultry  condemned  as  unfit  for  human 

0  0  e  0  0  0 

0  0  •  •  0  • 

1.17 

consumption: 

tons 

cwt . 

lbo. 

Dead  on  arrival  . .  ...  ... 

37 

14 

47 

Re jects  ...  0.0  . . 0  *00  .00  o*. 

43 

9 

32 

Condemned  on  inspection  ... 

2 

.2 

34 

To  0  al  *0*  ...  ...  00* 

83 

6 

21 

7.  Comments 

The  poultry  packing  station  is  visited  daily  and  the  existing 
system  of  inspection  of  poultry  has  continued  as  in  previous  years. 
Use  is  made  of  the  Quality  Control  section  of  the  firm  who  put 
aside  doubtful  carcases  for  examination  by  the  Inspector.  The 
method  used  is  an  extension  of  that  recommended  in  a  Circular 
(22/6l)  by  the  then  Ministry  of  Health,  /ill  birds  dead  on  arrival 
or  which  have  been  rejected  are  set  aside,  dyed  and  placed  in  bins 
for  removal  from  the  factory. 

The  throughput  has  increased,  necessitating  more  time  being 
spent  for  inspection  purposes  than  previously.  The  percentage  of 
rejected  birds  has  dropped  considerably  over  last  year  as  a 
result,  it  is  thought,  of  improved  husbandry.  Only  a  small 
percentage  of  rejects  are  the  result  of  disease.  This  is  under¬ 
standable  if  one  considers  that  the  average  age  of  the  birds  is 
eight  weeks. 

The  work  on  checking  the  bacterial  standard  of  equipment  and 
the  incidence  of  salmonella  in  the  final  product  has  continued  with 
the  co-operation  of  the  Public  Health  Laboratory  Service  at  Poole 
and  the  Central  Laboratory,  Colindale.  It  is  apparent  that  there 
is  some  way  to  go  before  a  salmonella  free  bird  can  be  guaranteed. 

Much  of  the  time  spent  by  the  Public  Health  Inspectors  is  in 
checking  the  general  hygiene  of  plant,  equipment  and  employees. 
Regular  weekly  samples  of  chicken,  plant,  water  and  checks  on 
chlorination  are  carried  out. 
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I  would  suggest  that  the  advice  given  previously  to  house¬ 
wives  is  worth  repeating.  Adequate  thawing  of  the  wrapped  chicken 
prior  to  cooking  i.e,  6  to  8  hours,  at  room  temperature  or,  more 
quickly  in  cold  running  water  for  up  to  2  hours.  The  giblets 
should  then  be  removed.  Cooking  should  be  at  the  rate  of  20 
minutes  per  lb.  at  375  F.  Avoidance  of  cross  contamination  of 
other  foodstuff  which  do  not  require  further  cooking,  particularly 
from  the  giblets,  is  probably  most  important  of  all.  In  anyQcase 
food,  if  not  eaten  immediately,  should  be  cooled  to  below  50  F 
until  required. 


KNACKERS'  YARD 


There  is  one  Knackers'  Yaru  situated  in  the  rural  part  of  the 
Borough. 

The  number  of  horses  slaughtered  at  these  premises  during  the 
year  was  6  and  6l  horse  carcases  were  received  during  the  same  period. 

Animals  other  than  horses  slaughtered  during  the  year  were  8. 

The  premises  have  been  satisfactorily  maintained  during  the  year. 


MEAT  (STERILIZATION)  REGULATIONS,  1969 

These  Regulations  came  into  operation  on  the  1st  November,  1969? 
the  effect  of  which  is  to  require  meat  from  Knackers'  Yards  and  unfit 
meat  from  Slaughterhouses  to  be  properly  sterilized;  the  Regulations 
also  apply  to  imported  unfit  meat. 

The  Regulations  apply  to  two  premises  in  the  Borough  i.e.  The 
Slaughterhouse,  Sky  End  Lane  and  the  Knackers'  Yard,  Tiptoe. 

During  the  year  two  samples  of  pet  meat  have  been  submitted  for 
bacteriological  examination  and  both  were  found  to  be  satisfactory. 

FOOD  AND  DRUGS  ACT,  1955 

Report  of  the  Chief  Sampling  Officer  (Mr.  J.  S.  Preston)  relating  to 
the  samples  of  food  and  drugs  taken  in  the  Borough  of  Lymington  during 

the  year  ending  J>lst  March,  1972 . 

During  the  year  ended  31st  March,  1972,  98  samples  were  procured 
under  the  Food  and  Drugs  Act,  1955?  within  the  Borough  of  Lymington. 

Milk  Samples 

69  samples  of  milk,  including  19  of  "Channel  Islands"  were  obtained, 
all  69  samples  were  found  to  be  satisfactory. 
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Miscellaneous  Sample s 


29  camples  of  articles  other  than  milk  were  obtained,  5 
being  the  subject  of  adverse  reports,  the  details  of  which  are  as 
follows: 


1.  A  piece  of  bubble  gum  was  found  to  contain  a  number  of  minute 
brownish  pellets  embedded  in  the  surface  of  the  gum  and  was 
submitted  following  a  consumer  complaint.  The  pellets  were 
found  to  consist  only  of  crystalline  aggregates  of  caramelised 
sugar. 

2-4. Following  a  consumer  complaint  three  samples  of  tinned  peas 
were  submitted  for  analysis.  The  first  one  appeared  to  be  a 
’’rogue”  tin,  the  contents  being  almost  devoid  of  peas.  In  the 
other  two  cases  the  proportion  of  peas  was  also  inadequate  but 
the  main  complaint  related  to  the  brownish  colour  of  the  liquor 
in  which  the  peas  had  been  packed.  The  discolouration  was  due 
to  iron  contamination  whicn  had  resulted  from  a  breakdown  in 
the  inner  sealing  of  the  tins.  Inquiries  of  the  manufacturers 
of  the  product  indicated  that  something  quite  exceptional  had 
occurred  v/ith  the  tins  in  question.  Other  similar  products  of 
the  firm  were  examined  but  no  defects  we re  found. 

5-  A  piece  of  creme-de-menthe  containing  a  pellet  of  black  substance 
was  submitted  for  analysis  following  a  consumer  complaint. 

Analysis  showed  that  the  substance  consisted  of  caramelised 
sugary  matter,  which  had  been  in  contact  v/ith  the  side  of  the 
container  used  in  the  manufacture  of  the  creme-de-menthe.  The 
matter  was  taken  up  v/ith  the  manufacturers. 

General 

In  addition  to  the  samples  taken  under  the  Food  and  Drugs  Act, 
the  usual  attention  was  given  to  the  labels  and  descriptions  of  food 
and  drugs  under  the  provisions  of  the  Labelling  of  Food  Order  and  the 
Pharmacy  and  Medicines  Act.  There  were  no  serious  complaints  concerning 
these  matters. 

J.  S.  Preston 

FOOD  AND  DRUGS  ACT,  1955 
FOOD  HYGY15^T^^'FP~^l~l^CULATi6NS,  1970 

Food  premises  in  the  Borough  total  341,  grouped  in  the  following 
categories  of  trade,  and  indicating  those  which  comply  with  Regulation 
16  of  the  Food  Hygiene  (General)  Regulations,  1970  (provision  of  wash 
hand  basin)  and  those  premises  to  which  Regulation  19  applies 
(provision  of  sinks)  and  which  comply. 
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Regulation  16 

Regulation  19 

Trade  j 

-----  .  -  -  . . -  . 

No. 

Wash  hand  basins 
provided 

Sinks 

reqdo 

Pro¬ 

vided 

Restaurants,  Licensed 
Premises,  Hotels, 

Clubs  etc* 

131 

131 

! 

131 

131 

School  Canteens 

17 

17 

17 

17 

Fishmongers/Fryers 

13 

13 

13 

13 

Butchers 

23 

23 

23 

23 

Greengrocers 

20 

20 

20 

20 

Grocery  -  Provisions 

71 

71 

71 

71 

Bakers 

10 

10 

10 

10 

Confectioners 

42 

42 

18 

18 

Miscellaneous 

14 

14 

6 

6 

Number  of  premises  registered  for  the  sale  of  Ice  Cream: 


Grocers  and  General  Stores 
Cafes  and  Licensed  Premises 
Confectioners  only  . . . «> . „ . . 
Fruiterers  and  Greengrocers 
Others 


000000000*00000 


00000000000*00 


00*000000000000 


ooooooooooooo 


ooooooooooooooooooooooooooooooooooo 


oooooooooooo 


Number  of  registered  dairies 
Number  of  licensed  dealers  in  milk 


oooooeoo 


61 

26 

39 

7 

10 

3 

66 


Number  of  pasteurisers  .  0 . .  .  .  . . 


OOOOOOOOOOOOOOOO 


Number  of  premises  registered  for  the  preparation ' of  Preserved  Foods: 


Fried  Fish  premises 
Grocers 
Butchers 
Cafes 
Others 


*0*0000000000000000000 


eoooooeoooooooooooooooooooooooooo 

ooooooooooooooooooooooooooooooooo 


00000000000*0000 


oooooooo 


OOOOOOOOOOOOOOOO  UO  OOOOOOOOOOOOOOOO 


7 

26 

23 

4 

7 


Inspection  of  premises  registered  under  the  Food  and  Drugs  Act 


201 


Inspection  of  premises  registered  under  the 

Milk  and  Dairies  Regulations  „  . . . . . „ . . „  132 

Inspection  of  other  food  premises,  stalls  and  vehicles, 

including  visits  under  the  Food  Hygiene  Regulations  . . . . . . . . .  - .  776 
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During  the  year  59  premises  were  found  where  there  was 
non-compliance  with  the  requirements  of  the  Food  Hygiene  (General) 
Regulations,  1970;  defects  were  remedied  at  49  premises  including 
those  outstanding  from  1970, 

Analysis  of  items  dealt  with: 


Redecorations  ............. 

Walls,  floors,  ceilings  etc. 
Washing  facilities  .  . . „ „ . . . 
Sanitary  accommodation  . .  „ . 
General  cleanliness  ........ 

Other  items  o......sasooa.. 


O  0000000900 

repaired  . 

«oao»*oo«oo 

0000*000000 

09*00000000 

OOOOO0OOOOO 


©  O  o 

o  o  o 

o  o  o 


o  o  o 

o  o  • 


30 

21 

5 

4 

13 

4 


Food  Complaints 

There  were  46  complaints  of  food  containing  either  foreign 
matter  or  were  stale,  mouldy  or  out  of  condition,.  Action  was 
required  in  21  instances.  In  4  instances  proceedings  were  instituted 
in  the  Magistrates  Court  and  in  the  remainder  a  warning  was  generally 
given. 

Case  1  Piece  of  metal  found  in  a  steak  and  kidney  pie. 

In  this  case  the  purchaser  found  the  metal  in  her  moutho 
A  fine  of  £25  with  £10  -  50  costs  was  imposed.  A  "Not 
Guilty"  plea  had  been  returned. 

Case  2  A  bottle  of  milk  contained  splinters  of  glass. 

The  defendant  firm  pleading  "Not  Guilty".  A  fine  of 
£25  and  £10  costs  was  imposed. 

Case  3  A  card  in  a  bottle  of  milk. 

The  defendant  returned  a  plea  of  "Not  Guilty".  A  fine 
of  £25  and  £10  costs  was  imposed. 

Case  4  Mouldy  condition  of  skinless  sausages. 

The  retailer  pleaded  "Guilty".  The  sausages  were  three 
weeks  old.  Normally  sausages  should  be  withdrawn  from 
sale  after  a  shelf  life  of  72  hours.  A  fine  of  £10 
and  £5  costs  was  imposed. 


The  complaints  fell  into  the  following  categories 


Foreign  Matter 

Commodity 

Mould 

dome  produced  food 

Imported  food 

Milk 

3 

r~ 

Cheese 

1 

3 

Bread 

4 

6 

Canned  Meat 

1 

1 

Cooked  Meat 
Fish 

2 

1 

C  0  nt  o  . . 
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Commodity 

Foreign  Matter 

Mould 

Home  produced  food 

Imported  food 

cont  . . . 

Meat  Pies 

2 

2 

Fruit 

1 

2 

1 

Jam 

3 

Confectionery 

1 

1 

2 

Other  Foods 

3 

4 

Total 

21 

— - — - — - - - - =rsl 

3 

— — - - r— —  -  — -t 

22 

Ice  Cream 

/ill  the  samples  taken  consisted  of  loose  or  soft  ice  cream.  The 
purpose  of  the  sampling  being  to  establish  if  there  is  satisfactory  and 
hygienic  handling  by  the  retailer.  The  sampling  of  pre-wrapped  ice 
cream  has  been  discontinued  as  it  is  felt  an  adequate  coverage  is 
maintained  in  manufacturing  areas. 


No  Ice  Cream  is  manufactured  in  the  Borough.  21  samples  of  Ice 
Cream  were  taken  and  the  results  were  as  follows: 


Samples 

Number 

Grade 

1 

Grade 

2 

Grade 

3 

Grade 

4 

Ice  Cream 

21 

13 

3 

3 

- 

FOOD  HYGIENE  (MARKETS,  STALLS  .HD  DTLIVCRY  VEHICLES) 

regul/xTi~6ns~,~  196G 


Defects  were  found  on  five  market  stalls  where  food  is  for  sale, 
these  consisted  of  lack  of  proper  over  clothing,  inadequate  hot  water 
supply  or  washing  facilities. 

In  one  case  food  for  sale  was  found  to  be  out  of  code  i.e.  eight 
days  in  excess  of  the  recognised  period  during  which  the  food,  fruit 
pies,  should  be  kept  by  the  retailer.  hLthough  the  food  was  not  unfit 
this  practice  is  to  be  deprecated.  The  firm  of  manufacturers  was  informed 
that  the  pies  were  in  fact  leaving  their  depot  with  only  a  three  day 
"life*'  on  a  product  which  normally  has  a  life  of  13  -  19  days.  This 
practice  has  now  ceased. 

Three  food  delivery  vehicles  were  found  to  be  unsatisfactory. 

The  matters  were  put  right  without  statutory  action  being  required. 
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CARAVAN  AND  TENT  SITES 


45  Site  Licences  have  been  issued  under  the  i960  Act  including 
l8  in  respect  of  individual  caravans  and  one  licence  has  been  issued 
for  a  tented  site  under  the  Public  Health  Act,  19360  Sites  have  been 
licensed  for  a  total  of  2453  caravans,  and  the  tented  site  for  60 
tents. 


Following  are  the  details  of  the  sites  licensed  under  the 
Caravan  Sites  and  Control  of  Development  Act,  I96O:- 


No. 

of  Caravans 

Number 

of  Licensed  sites  (2  or  more 

caravans 

) 

27 

2435 

Number 

of  Licensed  sites  (single  caravan) 

18 

18 

Number 

of  sites  with  permanent  licences 

22 

2136 

Number 

of  sites  licensed  for  over  5 

years 

6 

99 

Number 

of  sites  licensed  for  5  years 

and  under 

16 

215 

Sites  ! 

licensed  for  residential  use 

20 

123 

Sites  ! 

licensed  for  holiday  use  only 

15 

1520 

Sites  : 

licensed  for  residential/ho lid 

ay  use 

9 

809 

1967 

1968 

1969 

1970 

1971 

Caravans  used  as  permanent  homes 

348 

330 

316 

311 

310 

No.  of 

adults  living  in  caravans 

563 

522 

491 

485 

485 

No.  of 

children  living  in  caravans 

97 

6l 

65 

62 

55 

No.  of 

elderly  persons  in  caravans 

146 

137 

124 

138 

130 

The  number  of  permanently  occupied  residential  caravans,  310? 
is  only  one  less  than  last  year.  The  run  down  rate  over  the  last 
three  years  has  slowed  down  considerably  and  it  would  seem  that  we 
have  now  reached  what  can  be  accepted  as  a  static  figure  for  this 
area.  The  turn  round  of  occupants  is  about  2 8%  of  all  residential 
caravans,  the  main  change  being  among  young  married  couples,  who, 
on  the  arrival  of  their  first  child,  look  for  more  suitable  accommodation. 
This  is  reflected  in  the  number  who  apply  to  the  Council  for  housing. 

In  spite  of  the  introduction  of  larger  and  larger  caravans  or  mobile 
homes,  as  the  manufacturers  prefer  to  call  them,  the  short  comings 
and  limitations  of  this  type  of  dwelling  accommodation  becomes 
apparent  particularly  where  children  are  involved.  The  main 
complaint  is  lack  of  privacy  -  often  the  living  compartment  has 
to  be  used  for  sleeping  purposes  at  night.  Where  there  are  two 
children  problems  arise  when  homework  nas  to  be  done  or  separation 

of  the  sexes  necessitates  additional  bed  space.  Many  complain  at 
the  lack  of  space  to  dry  their  washing  and  the  problem  of  condensation, 
despite  new  methods  of  insulation,  is  a  common  one. 
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Of  the  11  sites  which  accommodate  the  majority  of  residential 
caravans,  one  has  only  one  child  there,  a  second  has  six  children, 
a  third  has  nine  and  the  fourth  thirty-six  children. 

One  site,  "Hughcroft”,  Milford  Road,  New  Milton,  closed  during 
the  year.  This  site  had  a  ’’run  down”  condition  imposed  when  the 
licence  was  last  renewed. 

During  the  year  all  the  sites  have  had  their  fire  fighting 
arrangements  examined  and  with  the  co-operation  of  the  Fire  Prevention 
Officer  new  conditions  have  been  drawn  up  for  each  site.  These 
conditions  have  been  endorsed  into  the  licence.  Site  owners  have 
been  most  co-operative  in  this  respect  and  practically  all  the  new 
requirements  are  in  hand  and  should  be  operative  when  the  new  season 
commences. 


During  the  year  the  following  matters  were  dealt  with: 


0000000090000000 


Defects  (fire  fighting,  cleanliness  of  toilets,  defective 

r o ad s  e t c o  j  oo.oooAe.o.oo.o..oc 

Unlicensed  sites  reported  for  planning  enforcement 
Demolished  by  Demolition  Order  (Housing  Act,  1957) 

Removal  of  caravan  from  unlicensed  sites 


OOOOOOOQOOOO 


000000900000 


O  O  O  O  00000000900900 


19 

6 

1 

4 


HOUSING 


HOUSING  ACT,  1957  AND  THE  PUBLIC  HEALTH  ACT,  1936 

1.  Number  of  dwellings  made  fit  or  in  which  defects  were 

remedied  after  informal  action  *. .o.».oo.o.. 00.0000.. ...0  79 

2 .  ^ *f t e r  formal  action.  .o.oooo.o.ooo0o..oooo.o.o....o. .........  5 

5.  Number  of  dwellings  demolished  as  a  result  of 

i ormal  action  .o.ooooo.o.oooo.  2 

Informal  action  ooooooooo.oooo  8 

4 .  Number  of  houses  closed  e.ooo.oo.o.oo.so..oooo.o...»o. ......  5 

5.  Number  of  houses  where  undertakings  have  been  cancelled  .....  2 

6.  Number  of  parts  of  houses  closed  (underground  rooms)  ....... 

7.  Number  of  Council  owned  houses  demolished 

(prefabricated )  ............  7 

Following  investigations  made  regarding  applications  for  Council 
accommodation,  85  reports  were  submitted  to  the  Committee. 


42 


HOUSING  ACT,  1957 


Part  111 

Clearance  /re a  No.  1/68 
Nos.  4-26,  Lower  Buckland  Road,  Lymington 

There  are  still  six  of  these  dwellings  occupied  although  offers 
of  accommodation  have  been  made;  so  far  their  particular  needs  have 
not  been  met.  The  time  has  come  when  this  matter  should  be  resolved. 
The  delapidated  appearance  of  the  unoccupied  dwellings  together  with 
those  declared  unfit  present  a  complete  anachronism  on  the  fringe  of 
a  General  Improvement  /ire a 

Two  properties,  2 8  and  J>0 ,  Lower  Buckland  Road  adjoining 
the  Clearance  Area  have  been  acquired,  by  agreement,  by  the  Council. 


HOUSING  ACT,  1961 

HOUSES  IN  MULTIPLE  OCCUPATION  OR  LET  IN  LODGINGS 

Number  of  premises  in  register  December,  1970  .....o. ......  23 

Number  found  during  the  year  ..............................  3 

Number  removed  from  register  during  the  year  ..............  1 


Number  of  premises  in  register  December,  1971  .........  25 


Action  was  required  in  respect  of  a  number  of  matters  and  an 
analysis  of  the  unsatisfactory  conditions  follows:- 


ooooaooaooooooooooooooooeooooo 


Unsatisfactory  means  of  escape  in  case  of  fire 
Overcrowding 

Lack  of  facilities 
Unsatisfactory  rooms 


00000 


O  0  O  O  w  O 


900000000000000000 

OOOOOOOOO  300000000 


•  O  0*00 

000000 

000000 

o  o  o  o  o  e 


5 

3 

3 

2 


Notices  Served 

Section  15  Works  required  to  defective  premises  ....  1 
Section  16  Provision  of  means  of  escape  from  fire  ...  2 


Four  inspections  in  the  company  of  the  Fire  Prevention  Officer 
were  made  where  means  of  escape  were  considered  hazardous.  His 
recommendations  were  in  each  case  implemented. 
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RENT  ACT,  1968 


No  applications  were  received  for  a  Certificate  of  Disrepair 
during  the  year. 


HOUSING  ACT,  1969  -  Part  1 


Standard  Grants 


Since  this  Act  came  into  operation  in  June,  1959 j  446 
applications  for  Standard  Grants  have  been  investigated  and  at  the  end 
of  this  year’s  report  305  dwellings,  with  the  aid  of  a  Grant,  have  been 
provided  with  all  5  amenities  (bath  or  shower,  hot  water  supply,  wash 
basin,  inside  W.C.  and  a  sink),  at  a  total  grant  expenditure  of  £39i980. 

62  applications  have  been  refused  for  one  reason  or  another  or 
withdrawn  by  the  applicant. 


Details  of  applications  made  during  1971  are  as  follows: 

Number  of  applications  received  ...  ...  ...  ...  44 

Number  of  applications  refused/withdrawn  etc.  ...  2 

Number  of  applications  approved  ...  ...  ...  ...  42 

Work  completed  during  1971  (including  applications 

made  prior  to  1971)  ° .  ...  40 

Total  sum  involved:  £6,104 


Works  completed  in  1971* 


Provision  of 
Provision  of 
Provision  of 
Provision  of 
Provision  of 
Provision  of 
Provision  of 


a  bath  or  shower  in  a  bathroom 
a  hot  and  cold  water  supply  to 
a  wash  hand  basin  ...  ... 

a  hot  and  cold  water  supply  to 
a  sink  ...  ...  .0.  0.0 

a  hot  and  cold  water  supply  to 
an  inside  W.C.  ...  ... 


cl  bath  etc. 

OOO  900 

wash  basin 

©  0  •  00© 

a  sink  . . . 

•  00  o  •  o 


20 

22 

28 

32 

8 

20 

21 


DISCRETION  ARY  GRANTS 


These  Grants,  which  the  Council  may  make  at  its  descretion,  are 
intended  for  thorough  improvements  to  a  high  standard  or  for  providing 
additional  dwellings  by  conversion. 

The  Council  decided  to  consider  future  applications  for 
Discretionary  Grants,  in  accordance  with  the  requirements  of  the 
Housing  Act,  1969.  The  Act  came  into  operation  in  August,  1969? 
and  since  that  date  40  applications  have  been  made. 
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Details  of  applications  made  during  1971  are  as  follows: 


Number  of  applications  received  . . „ .  . .  . . . . » c  <>  .  . «  16 

Number  of  applications  refused/withdrawn  etc.  ...  2 

Number  of  applications  approved  ...........  ....  14 

Work  completed  during  1971  ...... ...... .........  3 

Number  withdrawn  after  approval  ................  2 

Tot  al  Maximum  Grant  approved  to  date  ........  £13,343 

Total  Grant  paid  to  date  ....................  £4,893 


HOUSING  ACT,  1969  -  Part  11 
Housing  Survey  and  General  Improvement  Areas 


The  Act  follows  the  report  of  the  Central  Housing  Advisory 
Committee  and  incorporates  most  of  the  recommendations  set  out 
in  the  White  Paper  "Old  Houses  into  New  Homes”.  Amendments  to 
the  existing  Improvement  Grant  and  Standard  Grant  Schemes  are 
made  increasing  the  amount  available  in  the  former  to  £1,000 
and  in  the  latter  case  from  £133  to  £200.  Where  a  bathroom  needs 
to  be  built  on,  or  a  septic  tank  or  cesspool  provided,  this 
latter  figure  can  be  increased  to  a  maximum  of  £430.  The  new 
Improvement  Grant  now  permits  certain  repairs  and  replacements 
to  rank  for  grant. 

The  compulsory  powers  of  improvement  under  the  1964  Act 
have  been  repealed  except  in  the  case  of  individual  dwellings 
outside  General  Improvement  /ire as. 

The  Act  places  a  duty  on  the  Local  Authority  to  cause  an 
inspection  of  their  district  to  ascertain  whether  there  are  houses 
which  should  be  cleared,  repaired  or  improved  and  which  could 
advantageously  be  included  in  General  Improvement  Areas. 

1971  saw  the  virtual  completion  of  the  survey  started  in  1970 
of  all  houses  in  the  Borough  with  a  rateable  value  of  under  £60. 

A  breakdown  of  the  properties  surveyed  are  as  follows: 


Total  inspected  . . . . . . . . . . 

Number  in  good  repair  and  with  all  amenities 
Number  lacking  facilities  in  good  repair 
Number  lacking  facilities  in  poor  repair 
Number  with  all  facilities  in  poor  repair  . 
Number  unfit  ...... 


000000 


0000 


00000 


ooooooooeoooo 


1423 

923 

230 

146 

96 

28 
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Those  facilities  found  lacking: 


a) 

b) 

c) 

d) 

e) 

f) 

g) 


Bath  m  a  bathroom  .ooooopooooooooo. 
Hot  and  cold  water  supply  to  bath  0 . . 
Wash  hand  basxn  .oouooooooo.oo.ooo.. 
Hot  and  cold  water  supply  to  wash 

hand  basin  . . „ . 


9OOaOO0OO«O*OOC«OOOOOOO*OO9OOO 


Sink 

Hot  and  cold  water  supply  to  sink 
Internal  W.C. 


oooooooooooooooooo»o 


213 

226 

294 

334 

11 

163 

207 


As  in  the  previous  year,  owners  of  all  properties  where  facilities 
were  found  to  be  lacking  were  advised  as  to  how  the  facilities  could  be 
provided  with  the  aid  of  a  grant  scheme.  This  resulted  in  applications 
being  received  and  approved  for  the  provision  of  the  following  standard 
amenities. 


a)  Bath  in  a  bathroom  . .  26 

b)  Hot  and  cold  water  supply  to  bath  ...  29 

c )  Wash  hanc*.  basxn  .. 00. .0.00.00000.0..  33 

d)  Hot  and  cold  water  supply  to  wash 

hand  basin  . . 8  39 

e)  Sinks  renewed  or  provided  for  first 

time  oo.ooooo.  10 

f)  Hot  and  cold  water  supply  to  sink  ...  24 

^ )  I  n  t  e  r  n  a.  1  ■  ^ .  0 .  ..0.00.0000.00.0000...  2  7 

Where  defects  under  the  Housing  Act,  1937  were  found,  letters 
requesting  remedial  works  were  sent  to  owners.  This  resulted  in  30 
houses  being  repaired. 

As  it  was  found  that  some  26 %  of  the  properties  inspected  were 
lacking  in  facilities  it  was  decided  to  commence  a  further  survey  of 
properties  with  a  rateable  value  of  between  £60  and  £70.  By  the  end 
of  the  year  162  properties  in  this  category  had  been  inspected  with  a 
breakdown  as  follows: 


OOOOOOOOuO 


0000 


Total  inspected 
Number  in  good  repair  and  with  all  facilities 
Number  lacking  in  facilities  and  in  good  repair 
Number  lacking  in  facilities  and  in  poor  repair 
Number  with  all  facilities  in  poor  repair 
Number  unfit 


oe0«9o»o»*oo«oooo 


000000000 


0  0*00 


00000000*00000 


ooooooooooooo*«*ooo*oooooooooeooooeoooo 


162 

i4o 

14 

.  8 
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Those  facilities  found  lacking: 


a)  Bath  in  a  bathroom  . .... . ........  2 

b)  Hot  and  cold  water  supply  to  bath  . 4 

c )  Wash  hand  basin  . . . . ....... . „ .  12 

d)  Hot  and  cold  water  supply  to  wash 

hand  basin  . . . .  - .  13 

e )  Si nk  ••••»o«eo*o»««os*o*oto»oo0oo«o»oo9DaoBao  — 

f )  Hot  and  cold  water  supply  to  sink  ...........  4 

g)  Internal  W.C.  . . 2 


These  figures  to  the  end  of  this  period  indicate  only  8.6?o 
lacking  facilities  and  4.9 %  in  poor  repair.  There  are  some  further 
300  houses  in  this  category  to  be  inspected  and  these  will  be  completed 
in  1972. 

General  Improvement  /.re as 

Following  a  report  to  the  Council  on  6th  May  that  the  houses 
in  Buckland  area  were  considered  to  be  in  need  of  improvement  and 
that  the  environment,  i.e.  roads,  open  spaces,  street  furniture 
etc.  were  also  in  need  of  a  face  left,  authority  wa s  given  for  a 
survey  to  be  made  with  a  view  to  declaring  the  area  a  General 
Improvement  Area. 

There  are  102  Council  owned  and  91  privately  owned  houses 
in  the  area  and  a  survey  of  each  council  house  was  made  and  a 
report  on  each  property  prepared  indicating  the  repairs  and 
improvements  necessary  together  with  recommendations  on  hov;  best 
this  can  be  accomplished.  A  survey  of  the  private  sector  houses 
also  commenced  but  this  had  not  been  completely  finalised  at  the 
end  of  the  year.  Sufficient  information  was  available,  however, 
for  a  report  to  be  made  to  the  Council  and  the  area  was  declared 
a  General  Improvement  Area  on  30th  December,  1971- 

A  map  of  the  area  showing  the  proposed  environmental  improve¬ 
ments,  prepared  by  the  Borough  Engineer,  is  displayed  in  the  Public 
Health  Department  and  considerable  interest  has  been  shown  by 
residents  in  the  area. 

Improvements  to  the  private  sector  houses  are  now  being  discussed 
with  the  owners  and  I  am  very  optimistic  of  the  outcome.  Suggestions 
have  been  forthcoming  and  these  will  be  considered  when  the  final 
plan  is  drawn  up. 

Grants  are  available  for  the  improvement  of  houses  in  the 
General  Improvement  Area.  The  Council  are  not  required  to  give 
Standard  Grants  and  the  higher  standard  expected,  up  to  "Parker 
Morris  Standard",  in  this  area  can  best  be  achieved  under  the 
Discretionary  Grant  scheme. 
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HOUSING  ACT,  1969  -  Part  111 


The  Act  introduced  a  new  system  governing  the  rents  of  privately 
rented  dwellings  which  have  been  brought  up  to  a  satisfactory  standard. 
In  future,  conditions  governing  the  rent  of  these  houses  will  not  be 
attached  to  grants.  Controlled  tenancies  will  be  converted  to  regulated 
tenancies  where  the  qualifying  standard  is  attained;  the  rent  will  be 
determined  under  the  Rent  Act,  1968.  The  responsibility  of  local 
authorities  is  to  deal  with  applications  for  certificates  relating  to 
the  state  of  the  dwelling  where  it  is  let  on  a  controlled  tenancy. 

The  following  table  indicates  the  number  of  applications  made 


for  the  period  1st  January  to  31st  December,  1971. 

Improvement  Cases 

No.  of  applications  for  qualification  certificates  under 

section  44(2)  under  consideration  at  end  of  period  ............  l8 

No.  of  certificates  of  provisional  approval  issued  . . .  13 

No.  of  qualification  certificates  issued  under  section  46(3)  IT 


Standard  amenities  already  provided 

No.  of  applications  for  qualification  certificates  under 
section  44(1)  under  consideration  at  end  of  period  ........ 

No.  of  qualification  certificates  issued  under  section  43(2) 
in  respect  of:- 


(i)  dwellings  with  rateable  value  of  £90  or 

more  in  Greater  London  or  of  £60  or  more  elsewhere  . 

(ii)  dwellings  with  rateable  value  of  £60 

to  less  than  £90  in  Greater  London  or  of 

-60  elsewhere  o. 00.00000.0.. .00.000000.  ..o..  .0.0.0. 

(iii)  dwellings  with  rateable  value  of  less  than 

£60  in  Greater  London  or  less  than  £40  elsewhere  . . . 


Exemption  for  low-income  tenants  from  section  34 


18 


10 


8 


No.  of  certificates  issued  under  section  53 
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OFFICES,  SHOPS  ,,ND  RAILWAY  PREMISES  ACT,  1963 


This  Act  is  concerned  with  provisions  for  the  safety, 
health  and  welfare  of  people  employed  in  offices,  shops  and 
fuel  storage  premises,. 


The  following  are  details  of  the  Statistical  Return  submitted 
to  the  Department  of  Employment  and  Productivity  for  the  period 
1st  January  to  31st  December,  1971  • 


Class  of  Premises 

Premises 

Registered 

General 

Inspections 

No.  of  persons 
Employed 

Offices 

128 

6 

1237 

Shops  (Retail) 

289 

8 

1240 

Wholesale  premises 

4 

- 

63 

Catering  Establishments 

32 

3 

308 

Staff  Canteens 

1 

27 

Fuel  Storage  Depots 

4 

_ 

_ 

27 

Total  Males  . . . .  . .  1311 

Total  Females  ........  1393 

Registration  and  Inspection 

19  general  inspections  and  296  other  inspections  of  registered 
offices  and  shops  were  made.  Non-compliance  witn  the  Act  and 
Regulations  was  found  in  63  premises  and  29  premises  have,  at  the 
time  of  the  report,  complied. 


The  following  table  indicates  the  type  of  offences  found 


Unsatisfactory  Conditions 

Regulation 

(section) 

Offices 

Shops 

Cleanliness 

Sect.  4 

1 

9 

Overcrowding 

Sect.  3 

1 

2 

Absence  of  Thermometer 

Sect.  6 

2 

10 

Inadequate  heating 

Sect.  6 

2 

Inadequate  Ventilation 

Sect.  7 

■ 

2 
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j  Unsatisfactory  Conditions 

i 

r — 

!  Regulation 
(section) 

Offices 

,  ■  ■■  ■  ■ 

Shops 

cont  . . o  . 

Inadequate  Lighting 

Sect.  8 

2 

!  4 

i 

Unsatisfactory  sanitary 
accommodation 

Sect.  9 

- 

! 

5 

1 

•  Washing  facilities 

Sect.  10 

1 

1 

Lack  of  hot  water  for  washing 

Sect.  10 

1 

- 

Accommodation  for  outdoor 
clothing 

Sect.  12 

- 

2 

Sitting  facilities 

Sect .13.14 

- 

1 

Defective  handrails 

Sect.  16 

1 

3 

Defective  walls,  ceilings, 
floors,  etc. 

Sect.  16 

_ 

! 

_ 

5 

... 

Obstruction  of  stairs/ 
passages 

Sect.  16 

1 

9 

Guards  for  dangerous  machines 

Sect. 17.18 

1  ! 

1 

3 

Insufficient/lack  of  First 

Aid  Equipment 

Sect.  24 

4 

12 

No  Abstract  of  Act 

Sect.  50 

10 

19 

Separate  Offences  ...  » . .  » „ .  .  o .  . . .  25  8' 7 

Premises  involved  „. . . .  . .  .  . ..  17  46 
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Operations  of  the  General  Provisions  of  the  Act 


Because  of  the  general  increase  of  work  in  the  Department 
it  is  only  possible  to  carry  out  an  inspection  of  about  of  the 
premises  to  which  the  Act  applies,  per  annum.  This  results  in  the 
coverage  of  all  premises  every  three  years.  I  am  concerned  that 
routine  inspection  is  being  curtailed  for  it  is  apparent,  from  the 
number  of  offences  found,  that  regular  routine  inspection  ensures 
that  standards  are  maintained. 

Accidents 


Eight  accidents  were  reported  and  investigated  during  the  year. 
Three  of  the  incidents  involved  strained  backs  due  to  lifting  heavy 
cases  by  stockroom  staff.  One  case  involved  a  stockroom  employee 
who  caught  a  finger  ring  on  a  projection  of  angle  iron  which  held 
stock  bins  in  position.  In  this  case  the  firm  were  required  to 
remove  all  projections  throughout  the  stockroom.  Another  case 
involved  a  cut  finger  on  a  food  slicing  machine.  A  perspex  guard  was 
required  in  this  case. 

The  three  other  accidents  were  of  falls  which  were  avoidable. 

9 

All  accidents  are  reported  to  the  Divisional  Superintending 
Inspector  of  Factories  of  the  Ministry  of  Labour. 

Hoists  ana  Lifts 


There  .are  eleven  lifts  in  the  Borough  which  come  within  the 
scope  of  the  Act.  Three  are  operated  mechanically  and  require 
engineering  inspection  every  six  months.  In  one  case  a  report 
indicated  that  a  suspension  rope  was  defective  and  this  was  renewed. 
Two  manually  operated  lifts  were  found  not  to  comply  with  the 
regulations  and  their  use  has  ceased. 


LICENCES  ISSUED 


Licence 


Number  of  Licences 
Issued 


ooooooooooooo 


0  O  O  O  V 


oooooooooooooo 


0009000000000 


Animal  Boarding  Establishment  Act,  1963 

Slaughterhouse  Licence  . . 

Slaughtermen’s  Licence 
Knacker’s  Yard  Licence 
Pet  Animals  Act ,  1951 
Game  Licences  a.o.oo.o.ooo.oo.o.  o........  ...... 

Petroleum  Licences 


•  9  0  0  0  0 


•  OOOOOOO*O0OO«O9OOOOOO9 


000000000p000009«0c000900« 


o  o  ©  o 


o  o  oooooooooooooo* 


oooooooao  o  m 


Riding  Establishments  Act ,  1964  ..................... 

Milk  (Special  Designations)  Regulations,  1963  ....... 

Caravan  Sites  and  Control  of  Development  Act,  i960: 

Permanent  Licences  .... 

Temporary  Licences  . . . . 


1 

1 

4 

1 

2 

16 

66 

4 

66 

22 

22 
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PETROLEUM  REGULATIONS 


The  Chief  Public  Health  Inspector  is  also  the  Petroleum 
Officer  for  the  Borough. 

There  are  66  licensed  premises  and  the  following  table 
indicates  the  type  of  premises: 


Type 

No. 

Petroleum  Spirit 

Petroleum  Mixture 

"(Galls) 

(Galls)" 

Private 

Stores 

35 

23,080 

1,233 

Filling 

Stations 

30 

174,575 

115 

Pontoon 

Refueller 

1 

1,600 

— 

66 

199 , 233 

1,350 

Total  amount 

paid  in 

Licence  fees  ..... 

Additional  storage  tanks  of  total  capacity  5,500  gallons  were 
provided  and  a  further  site  with  tankage  for  5? 000  gallons  which  had 
ceased  to  operate  came  back  into  use. 

80  visits  were  made  under  the  Act  and  defects  found  at  3 
premises  were  put  right. 

The  annual  inspection  of  electrical  equipment  at  filling 
stations,  required  under  the  licence,  which  must  be  carried  out 
by  a  qualified  person,  has  resulted  in  3  defective  installations 
coming  to  light.  These  defects  have  subsequently  been  put  right. 

ANIMAL  BOARDING  ESTABLISHMENTS  ACT,  1963 


There  is  one  animal  boarding  establishment  licensed  under  the 
above  Act.  The  premises  were  found  to  be  satisfactorily  maintained. 

PET  ANIMALS  ACT,  1931 

Licences  have  been  issued  for  two  premises.  Conditions  were 
satisfactory  in  each  case. 

RIDING  ESTABLISHMENTS  ACT,  1964 

Four  premises  have  been  licensed  under  the  Act.  31  visits  were 
made  by  the  district  Public  Health  Inspector  and  each  premises  had  a 
visit  from  a  veterinary  officer.  The  premises  were  found  to  be 
satisfactory. 
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RODENT  CONTROL 


There  is  one  Rodent  Officer/Operator  employed  by  the  Council 
and  following  are  the  details  of  the  work  carried  out  during  the  year. 


TYPE  OF 

PROPERTY 

Non- 

Agricultural 

Agricultural 

Properties  other  than  Sewers: 

1. 

Number  of  properties  in  district 

18,027 

223 

2. 

(a)  Total  number  of  properties 
(including  nearby  premises) 

inspected  following  notifications 

794 

- 

(b)  Number  infested  (i)  Rats 

585 

— 

(ii)  Mice 

82 

— 

3- 

(a)  Total  number  of  properties 
inspected  for  rats  and/or  mice  for 

reasons  other  than  notification 

90 

2 

(b)  Number  infested  by  (i)  Rats 

56 

— 

(ii)  Mice 

16 

— 

4. 

Sewers: 

Sewers  found  to  be  infested  by 
rats  during  the  year  ... ...... . 

5 

— 

5. 

Total  inspections  ............ 

2798 

2 

Sewer  Treatment  1971 


The  treatment  of  the  sewers  in  the  Lymington,  Pennington,  Evert on, 
Hordle ,  Ashley  (part),  Milford  and  Keyhaven  areas  was  carried  out  in 
August.  Of  the  1,120  manholes  in  these  areas,  104  were  baited.  In 
addition  12  manholes  in  the  New  Milton  area,  where  positive  results 
were  obtained  last  year,  were  again  treated. 

One  section  of  sewer  in  Lymington  and  four  sections  in  New  Milton 
were  positive.  The  sections  were  then  laid  with  flouracetamide  poison 
and  positive  results,  with  a  complete  take  of  poison,  was  obtained 
from  13  of  the  manholes.  These  sections  were  treated  again  a  week 
later  and  this  time  were  negative. 

A  six  monthly  check  was  carried  out  in  December,  of  the  sections 
where  there  were  positive  results  in  August.  Positive  results  were 
obtained  in  only  four  sewers  in  the  New  Mi It on/ Ashley  area.  Re treat¬ 
ment  was  carried  out  and  the  subsequent  visits  a  week  later  revealed 
no  further  takes. 
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Warfarin  Resistance  in  Mice 


A  serious  problem  has  arisen  due  to  the  resistance  now  being 
experienced  in  this  area  of  resistance  of  mice  to  the  common  poison 
at  present  used  in  this  country,  Warfarin.  This  anti -coagulant  is 
still  the  most  effective  poison  for  rats  but  mice,  although  taking 
the  poison  are  not  being  destroyed.  Other  anti -coagulants  are 
available,  coumatetralyl  and  chlorophacinose ,  and  results  were  first 
obtained  from  the  latter,  but  in  some  cases  resistance  has  been 
experienced.  Alpha-chloralose  has  been  effective  only  in  a  limited 
number  of  cases.  The  resistance,  at  the  moment  is  practically  confined 
to  the  lower  part  of  Lymington  Town  and  we  have  now  resorted  to  one  of 
the  acute  poisons,  zinc  phosphide,  which  needs  very  careful  handling. 
Permission  was  requested  of  the  Ministry  of  Agriculture,  under  the 
Pesticides  Safety  Precautions  Scheme,  for  trials  clearance  to  evaluate 
a  rodenticide  containing  gamma  B.H.C.  A  six  month  trial  period  was 
granted  and  treatment,  on  a  limited  scale,  at  selected  premises  was 
carried  out.  The  results  were  disappointing  although  the  trial  period 
granted  was  insufficient  to  show  with  any  certainty  whether  this  poison 
was  effective. 

General  Comments 


Until  the  Pest  Infestation  Control  Laboratory  can  produce  a 
replacement  for  Warfarin,  we  will  continue  to  use  the  poisons  mentioned 
above.  Greater  use  is  also  being  put  to  the  old  fashioned  break-back 
trap. 


There  were  4l6  complaints  from  residents  of  rat  infestation  and 
over  l\  tons  of  poison  bait  has  been  used  this  year. 

The  Council's  refuse  sites  are  visited  weekly  and  permanent 
baiting  points  are  maintained. 

Special  emphasis  has  been  placed  on  the  growing  and  serious 
problem  of  mice  infestation,  their  resistance  to  Warfarin  and  the  need 
to  use  an  acute  poison  with  its  additional  risks  and  protracted  treat¬ 
ment  . 


In  one  small  infestation  involving  three  properties,  treatment 
extended  over  a  period  of  six  months  and  the  various  poisons  available 
and  traps  were  used.  Eventually  the  infestation  was  eradicated  by  pre¬ 
baiting  the  properties  for  three  days  and  finally  using  zinc  phosphide 
poison. 

Concern  at  this  trend  of  increased  incidence  in  mice  is  felt  as 
mice  are  excreters  of  bacteria  and  could  cause  food  poisoning  outbreaks. 
We  are  threfore  particularly  anxious  for  traders,  particularly  food 
traders,  a.nd  householders  to  keep  us  informed  of  any  signs  of  vermin. 

J.  G„  Jenkins 

Chief  Public  Health  Inspector 
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GENERAL  REMARKS 


The  general  health  of  the  Borough  throughout  the  year 
was  satisfactory. 

The  general  incidence  of  infectious  disease  was  low 
though  the  number  of  cases  of  measles  was  disappointing  in 
the  light  of  vaccination. 

The  estimated  population  rose  by  2,040  to  35? 8^0. 

This  new  figure  is  based  on  the  preliminary  results  of  the 
1971  Census  and  would  seem  to  indicate  undei estimates  in 
recent  years.  Deaths  exceeded  births  by  202.  The  birth 
rate  fell  again  and  was  the  lowest  since  1955- 

The  infant  mortality  rate  fell  showing  the  customary 
fluctuation  characteristic  of  small  populations. 

The  death  rate  fell  and  the  adjusted  rate  is  well  below 
the  national  figure. 

The  housing  waiting  list  has  been  reduced. 

The  sewerage  system  is  overloaded  in  the  main  built 
up  areas  and  overflows  occur  into  water  courses  causing 
concern.  Two  major  schemes  to  alleviate  these  troubles  are 
in  sight. 


D.  J.  N„  McNab 
Medical  Officer  of  Health 


Town  Hall,  Lymington 


Telephone :  Lymington  2242 
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APPENDIX  1 


PRESCRIBED  PARTICULARS  ON  THE  ADMINISTRATION 
OF  THE  FACTORIES  ACT,  1961  -  Part  1  of  the  Act 

1.  INSPECTIONS  for  purposes  of  provisions  as  to  health  (including 
inspections  made  by  Public  Health  Insxoectors) 


Premises 


(1) 

(i)  Factories  in  which  Sections  1, 
2,  3?  4  and  6  are  to  be  en¬ 
forced  by  Local  Authorities 


Number  Number  of 

on  - - — - - — - — - - 

Register  Inspec-  Written  Occupiers 
tions  notices  prosecuted 

(2)  (3)  (4)  (3) 


(ii)  Factories  noc  included  in  (i) 

in  which  Section  7  is  en¬ 
forced  by  the  Local  Authority  192  69  2 

(iii)  Other  premises  in  which  Sec¬ 

tion  7  is  enforced  by  the 
Local  Autnority  (excluding 
outworkers'  premises)  - 


Total 


192  69  2 


Cases  in  which  DEFECTS  were  found,, 

(If  defects  are  discovered  at  the  premises  on  two,  three  or  more  separ¬ 
ate  occasions  they  should  be  reckoned  as  twc,  three  or  more  "cases" 


Particulars 


Number  of  cases  in  which  defects 
were  found 


Found 


Referred 

Reme-  To  H„M.  By  H.M. 
died  Inspector  Inspector 


Number  of 
cases  in  which 
prosecutions 
were 

instituted 


(1) 


(2)  (3)  (4)  (3)  (6) 


Sanitary  Conveniences  (s„7) 

(a)  Insufficient  1  1 

(b)  Unsuitable  or 

defective  11  7 

(c)  Not  separate  for 
sexes 

Other  offences  against 
the  Act  (not  including 
offences  relating  to 
Outworkers) 


Total 


12 
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Part  Vlll  of  the  Act 


OUTWORK  (Sections  133  and  13*0 


Section  133 

Section  134 

Nature 

No.  of 
outworkers 
in  Aug. 
list  re¬ 
quired  by 
Section 

133 

(l)(c) 

No.  of 
cases  of 
default 
in  send¬ 
ing  lists 
to  the 
Council 

No.  of 
prose¬ 
cutions 
for  fail¬ 
ure  to 
supply 
lists 

No.  of 
instances 
of  work 
in  un¬ 
wholesome 
premises 

1 

Notices 

served 

Pro¬ 

secu¬ 

tions 

(1) 

(2) 

(3) 

(4) 

(3) 

(6) 

(7) 

Wearing 
Apparel 
(Making  etc0 
cleaning 
and 

washing 

3 

Household 

Linen 

1 

- 

- 

— 

- 

TOTAL 

6 

- 

— 

- 

- 

- 

